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t. IV^ 1^ i^/q:#/37/2017-18.—^ ^ 

'Hi'+K % ^ ST^rft^ ^ ^ 3Tfl)Pl<4Ti, 2001 (2001 ^ 52) SOTT 58 ^STTTT (2) % 
(i) % STRT 14 % (^) sfrT srRT 13 ^ ^STTTT (2) % (^) ^TTT 

^7?:% fTT ^STcTT 'TT % f%^77T sfr?: fff^) R Pi-4^1, 2009 ^ 

^ % PidN 3Tfll5hic1 arf^^TTUT ^ f%4T WT 4T f%4T WT 

ttcr^ttt <^Pb41' gw % Rnr srfsrf^^ sott 58 ^strt (l) 

f%4T WT |; afrr tt^twtt gw ft" | f% RPi^Pl' % Trrft^ t?: ^rwft' <nh^ 
# arflrgw % w?r crifN" ^ %T5fPT ^ ar^ wf^ fR" % w, ^rw % Rrg wr^sr 

wt cruft'll 

aTTTf% m gSTTW, ^ ^ H^lPi^^T^, ^ 44M4, gl-^TT 7M, %Tr WT, 

wgwguR-, twi-, 7ftRF^-ll0 066 ^ ^NYf^ f%g ^i 

RPl4Hl' % TTTft^ % ^sr # fMt" iff ^4% ^ wr f%# aTFrf% m gsTTW T?: wtw ar^ wfct 

fR-^gf ^gfr ^ f%W f%4T ^igoil 

1. w aftr srrtiT.—RPi^Pl' ^tRnTT w ^ (w t^tt tt 

Rd'l'JI afrrftfR), 2017 |i 

2 . HR'Hmi.—(1)l7TRPi^p|' ^ ^ W4T aRRRT 7Tfr,- 

{^) "arPiPl^H” ^ wnf ^ arf^f^^, 2001 (2001 ^ 52) |; 

(W) “ ^ wnf RPi^Pi' % ^sT |; 


4805 GI/17 
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(^) ^ ^ TT Rim+mi w 3iw RRd, 

RRnd, ^ ^ ^ iJiR+ |; 

(^) 31^” ^ WT?qf gnxT 14 % (TI) % 3 T#ft -Hi+K ^RT ^ 

WT^ RRTi % 31^ wzfk ^ 3r5TRr tsm 31^^ ^ 13frT ^ 
^HRfk ^ 3r5TRr tsm 3Rflr 31 ^ RRR^d ^ 

^ t, 4 ^ 31^ Ritt HTTTT ^RT RRR'kd Rtr ^ ^^tRI 3T5TRr ^ tsT 
REftRE^; 

(1^) “RRR RW RRRf TT iR-IK” ^ RRR? f%# RPR TT RRR RT RRRf ^ 

I RrR% ^ST TT RPR RT RRtR^fR | 3frT R^ RTRR % RRTR 

RRR, ^ RRRT 3r5TrR, ^ RRRT RR 3fk f^WRR RRR RRTR f; 

(R) “3r5RTSrRR” ^ RTRpf ^ RT ^ TT^ ^ | RPl44 7 % 3I#R ap^fTI f[ 

Rf t: 

(^) "RR RT 31-sf I sriTT 14 % RTR (R) % 31^ 3Tfgrg^ TT 

f^ffR RWRI; 

(R) “RR RR 3IRRT RR^i^” ^ RRRf RR ^?IR^ ^Rlt RRRT ^ R?T?^ % f%TT 
3T%f^RR SIRT 14 % (R) % 3Tf[R RfsTgf^R ^ IIRR RTRRI RP 3TlsrrftR RR 

% %RR RP RrR?R ^ RRRT RT TR |; 3frT 

(IT) ^RR R?r RR ^?IRTf % RRST TT “^RIRlft 3TRRT f^%RT” ^ RTcR? RR ^Rf%T ^ t 
^ RR ttzr: 3IRRT f%RRR TRcIT 3f|i: RR-hIcII, 

^RiRiff afk RR ^?IRTf RT %RR f%RRI^ % f%TT 3T^Rf^ RRR ap^RTSITTR 

^nf^fi 

(2) R^ RRTT R^RR ^ ?RR affr 3Tf^o4Rp4i 3TRftRTf^ | %f%R 3TfllPl44 TT R^Rlf^ |, RRRT 
3T%f^RR TT RRR: f%RT RRT 3TI?R fT ftRTI 

3. RtRR RT RRf?fR f%lT ^ rjRT f%RTR.—(1) R^ RR ^?IR^ RT, -^1% ^RR RT PlHplf^d 

f%RTR R?f?fR f%RT RP)4I, 3TRfci; :— 

(R) RIRf RRRT RT R^ffR f%^; 

(IR) ^?IRT RT RRRTSTR RT RIRR 

(R) RPl^Idl 3TRRT 3jMlclR 3frTRFR RTRTR; 

(R) f%f^RW 3TRRI 3TTRTR RT RTRR RRT afk R^; 

(R) RT^ TT ^TRRT (?IR Rf^^IR); 

(^) RT^ TT ^TRRT (RRTR Rf^^TR); 

(T5) IRTt Rf^ R# TT Rr41 RRR; 

(R) R^R^R^ffR Rf^ R^ 

(H) RTR RR; 

(a) RHTfk R^Rfft ^ RSTRT 3T5RrR 

(oi) ^RRT ^ aiRflr 

(5:) T2TT TRY; afTr 

(5) ^jwi 
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(2) ^ ftwT^, i7\, 3n^ afrr 'Hmifl ^ ^ 

ft^i 

4. ^N^%SK?f?T%f%TT^r»rq-^ftTTT.— 

cTifN" ^ ^ 5TT^ 3Rf^ % 3t^ ^ T?: sr?f?fcr ^im,mii 

(2) -Hi+K ^ STTTT 14 % (^) % 3T^ ^ 3.1 (l".) afTr 3.2 (^.) % 

STR'SrR'% 3TTt^ ft^'TT afiT ant^ar^fTTSTK^^ ^ f% 

(^) f%# % f%TT 7:% Tpr ^ ^ WT^ % ^«T 'H^Jb^'JI ^ 

^2T?: ^ afrr ^ ^ ^ ^ WW ^M+l' % ^«T 

(^) ^!pTT °^niR41' ^ ^ % Rttt ^rrrr^wr % ff ^^rtwarf ^ 

RT^RT % f%TT 3T^%^ WR-STfTR ^Tf|^ mRr^ ^TR" ^ RRil41' % arfh- ^ 
^wifN"^^TTT^R41 Rid afk R^diRd f^rr^rnRri 

5. (1) RR^ldl ^ R^cTT ^ 4^?RK RT f%#t % WT 

^rRr^R nrafkR r^trt^^^rt Rii+mi ^id,di ^Ir%^Rrt^ rn^i 

(2 ) SrRr ^ ^ ^+1^41' % Rttt ITT TTT^ ^rfld" 4^?RK ^RR % 

Rh+mi ^ afk ^ ^ ^ ^ R+hi ^rrcTT | ^ ^ ¥t^ ^ 

y41+di ^Rtt^^ dfdi4^ % wr%^#?TTf^R rt^i 

6. 3T^.—(1) air^^R % ^ ^ 4^?RT^ RT ^ ^ Rr + M I 

^Rdll 

(2) wft ^ 441+^1 : arjfrr 4R % srRr % Rttt, srr 1 - (^) # RRt^d ^ # ar^FT ^ 

441t^ ^RRT ^iM,di Rra%R tttsr4^ wr^^^^^tfi w^ 

WRcT RW W ^ ^ddlH % RfR f-fl + R ^4ld-dlR+ RR # fRT : 

^ % tTRR #, ^FTRcT TtRT tNIr" W^ ftiftl 

(3) WRT 441+<'J|-^-RR^^ (2) % ar^R ar^fTTSTR^ % an%^-W % RnRlRd ^RTR fRr 

(^) srR ^ ^srtt % w # aii^Rd ^l" w^ ^ an%^ arw 

^ddiH %RfR f^l+R ^4l4diPl+ rR#^ fRr; 

{^) sRR-1 - (4t) # w: RRRy dfdi4^; 

7. ar^SKR^FRT.—(1) RRd^ 6 % arfR-an%^ w fR FT afk fR ft f% 

^ aRsrrarf ^ trr Rrt w |, sttR aRfIr % aRr, RRd^ 8 # ^«tt: RRR^d RtsFT 

afk ?Tcff % arPT^R, 

(^) WT-II ^ ^ 441+<'J| Tn ^4ld-diR-+ ^; afk 

(^) wq'-ii ^ ^ ^4id-diR'+ ^ ^4Rt?FF: 'TT wu ^^ ar5TrR^i 

(2) SRR-III # <P|fd< dHI+< ^Rnr afk ar^fTTSTK^ % FTR" stR^^R nT; 

(3) RRd^ (1)%aT4Rw WTSr?^aT^^3TTRF^TTT^ftift'41'%Rk'H<+K^TTTSrTO' 14% 

w^ (^) % arfR w: arfli-i^Rid ^ WT^ ttr^ ^ttt ^st?: % Rttt RRRy ^ t; 

(4) ar^fTTSTR^ ^TTT ar^fTT % fRRrR % Rttt 3nR?F W ST^fsT wfR R ^ % ^tcR RrT ^IM.dl afR 

^ Rf^I" ^^ld-d|R=b qR" # WT ^ R 

fRT^Tf|TT; 

R RRt R anR?F R RRrw R ar^TTR wfct fR % ttr Fff R ^iRt |i 
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(5) (4) % arfN- h 41'+<'J| % f^rr 3 ti%^-w TT afTr ar^sriTt % ^sr # 

TT, ^ 311%^ w WlfN" ^ TTT^ 3Rf^ % WT-II (W) # ap^fiT TT h41+<'J| ^ 

HWI I; 

(6) tsTcIT 31^ WFT ^ f%# 311 %^ ^ h 41'+<'J| ^rff f%4T 3frT 3r5frisrRTI ^ W 311%^ 

(7) ^ 3r5frisrRTi ^ wiffn ^ ^ ttIw tt f%w^ ^nft 31^ 

fm TITcIT t, WlfN" ^ H^ftfsTT T2T?: TTT ^f3TT |, WT IV TT ^ftWI 

(8) 4 R '(^■H P.4< =h^?N4 % FtT ■hR' 4 41^41 T2T7 TTT % HT^" clM-^'4 f%3TTF 

4l4Hi t ^ 3r5?risrFTi w f%w^ 31 ^ ^ 3frT ^ 31 ^ % Rrrr 3 ti%^ tht?: ttt % 

FT>3; fR" ^ ^ Rptt 

8. TT R4<'J| sKf^TcT f^tsiF afrr ?it.—sTc^ 3r5frisrn:^ afk '=4 ni0 t^ 

RnRlf^d f^STT 3fk TT TFTT 3TSlfc!; :— 

(4^) TT Sr?f?fcl T2T?: TcR 3TfllR44 STITI 14 % (Tl) % 31^ 

3rit^[f%T % Rttt ^ ^M+l' % 3r5^ ffrr; 

(^) ^?EFf % ^TTTWf TTft" f%WFI ^IM.41 RfI% Rpr apjfri^ ^ 

(TI) ^ 3r5frisrFTI FRcI TT f%4T 3frT TT f%W4T ^IM.41; 

(F) 3T^srn:TI, ^4TTlft 3frT f% TT TT ST^f^fcI 

T2T?: TcR ^ wn 

{^) 3T^srn:Ti RPI 44 9 # w: RRRi^ tt ^wr 

(^) 3P5frisrrRi ^ f%wi gfR Rfft FWRff ^ tt s#g 3frT f^rfk 

^fcl4i{l % 3tF TT RnRif^d % ^ffcir stc^ f^Rrft % ^ ^idRid 

TT f%wi ft; 

(^) 31^811741, ^ 3TTr^ ^ FcTTTt ^t f%#t % Rpt 30 31^71 ^ 3Tf^^ 

Rd<+I', fRlff 3frT «ftTI R%cTT3Tf f%%cri3Tf ^t ^jft ^^f^T 

(^) 3T^srn:Ti, ^dmft 3fk R^ctt 3 ^ 4 - f^srr 3fk tt tfr ^ ^m, rrti 3fr7 

-JldRid % ^sr TT ^t RrR" 'iRd'+l TT f^ffcl f^SR 3frT nffd" RRR^d f%TT T\TT 

9. (1) sTc^ 3r5frisrTRi, s^^^T^^?rT^cn:src^f%WTT7TTT^^%f%TT^ 

Wt % ?J7TI TT gWR T^l 

(2) FT-RPI 44 (1) % 3T^ RRRy Rc^ f^rfk R^ ^t 3tf^ RlfN" ^ RT^ % 

^ftRT Rlf^ ^ R7 f%RT RTTTRT; 

R^lf f% RRT RRRy 3TRflr % ^ftRT ^RR RT ^RRR R TF^ R7, RPl44 6 % FR-RPl44 (3) % 

(R) % 3T#R RRRR TlRt ^ IR R7 Rf^ ^ Rf^?R ^t R7 ^ IR R7 ^RR TT ^RRR RtRTI Rf% ^ 

RRT f%TT ^ 3rf^ RlftR ^ R^ % '^ftR7 ’J7I 'cldRid ?JTRI R^R Rft f%RT RRT, ®^Ft 3|^5tisrTRI ^ 
RRR R^ 3r5RT RgR TF RRRT | 3frT 3T5RTSrFR RT RR ^++dt % RR TT RRTRK RR TT RRRRR TF RRRT |l 

10. ^RR RR RcR^.—f%f^RR 9 % FR-RPl44 (2) % RRSTR % 3lSRftR, 3r5RTSrRR RR 

^?TRTf RT RT ^RR % RFPfR RT ^RRR ftRTI 

11. ®^^RRTTRR.—(1) S^IR^RRR^ 3TRRTI^RTRTRRRPRft^R7, R^gf^f^RF^%f%Tt 

RcRTRR f% RR Ttif ^^IRT? IR% ^RR R7 RRf^TR 77R RcF 3frT SFR f^RRR % 3T^RR-1 affR R^ ap^RT 
% 3PFR f^STR 3fr7 ?Tcff % 3P5 RTqTR TT fl 
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(2) % y41^H % f%TT, 3TW RR^Idl ^STT ^ 3Ti^rf|cr tt^, ^RT ^ ^rfT%, 

3Tw ^ ^ 

(3) ^ (1) % arfh" f^l+Md W 'TT, ^TTT ^ affr at^TT^ SR^^TMTarf TlfN" 

RdSM yRMH ^ ^TTT RflrW ^RIRcI SRt^^lW # ^ ^ ^ ^ 

-HRNH ^R^ar^f^l, 

(^) ar^fTTSTR^ ^ SRR- V # ^ RffSTR % afk f^l+Md+dl ^ % W ^Rd^d 

% Rttt Rtf^ rtR ^iu,di; 

(w) aTR- aji+R^+ o^nr, -H^didfRR wu wr^Rnr^^ ttt fRfRsrfRd"^ft; 

(^) ^ ^ 'rffsTT % ar^td" Rttt tttt rijR f%w f, ^t yRi'^Rt arjfrrsrrR^ ^ttt ^ 

^t afkRi+idd+dt dR yRifTd dRnr afk^^ wrt arrR^ 

T?:^ |, ^Ri+Nd+dt ^TTT wu wt^ tut ojr^ fRr ^ f%TTRnRt; 

(4) ^tN" % Rn^ ttzr TR^fT ar^Rr arrR^ % ^tr R fR'RT 

f, ar^fTTSTTRdRaRT aRfR fRdT ^IM.41 affrar^fTTSTTR^t ^TTWT?:TlfRr tRstR affr at^TRR 

srRt^trttR ti"^TTT fRfsRd' ^RiRld srRt^trttR ^ R^^tRttft 
# dRnr ^ wr" tRstr R ^ rt R, ^ ^ sRtrr^TRrr R aRR | RrfrR tRsrt f%dT w 

4TI 

(5) ^TTT ar^fTTSTTR ^ WT V R ^ RRdR (2) R arr^R- tR^ dT ^ RRldd (3) R R^fRd" 
^ rRsrt ^ ^t gw ft ^rngR afk RgR ft wfk afk tRsrt % w ffg ^rTfRi 

(6) ^ aTgfrrsrrR w ^rR R fRw |, sgft ^ttt - 

(d^) RT RRldd (2) R R^fRd" aTT^R- tR^tw ^ RRdR (3) R R^fRd" ggR rR^ ^ttt wtr ^rrR 
w^rngrr; 

(w) fRfRwr 6 R arffr wr anR?d- t?: +RdR R^ ft ^rngR; 

(d") fRfRwr 7 R arftd- arg^rrsTW Rt wr V ^itR 4rR Rt wtR^. R 6 w skr ffg rt 
R^ Tg ffrr ^rrRRi 

(7) ggrr tR^ ffw ftR |, sgft,- 

{^) arg^rrsiTR RiR VI, R ^Rt ttr arfftf^- TiRfRff ^ fRR^r Rnr fR argfrrsrrR ft Rt aRfIr R 
at^, - 

(i) w T^TT Rft^RR R R^ T?: ^ rr rr sRfRd" dRnr arw tRsrt R ^tr gfRft afrr 
d^fRff Rt gr dRnr; 

(ii) ^gR R ffm-fRf?R R argrw R RWK R ^Rt RT4^ Rt wfT Rtt; 

(iii) R?iif^d 'Hmifl T?:sr?fRcr Rd-tiJi R dRd^d RRtti 

(w) ^RtwaR R R fRrr, ft R RRr arg^rrsiTR ^ w, dn" w, Rf^ ^ w arw 
Rw, srff^ aftr srt fRfRffwr fRRt tfR^ TFfRr arw Rfk -h^nk-w arw 
^R^RffR^ arw d'RtfRd' fRRt ar^ wRR R wfRd" dRrm 

(d") Rffstd" TTW aTfRffd- ttRRt Rt arfltfR^ Rt STTO" 27 R arffr arg^rrsTW aftr wrrR R fRwr 

-dini+ +lfdl^ 4^RfRrrg^^RriTI 

(8) arg^rrsTW wfRfR^ (4) R R^fRcr ft Rt a^flr wfct ftR R ^ ffff R RRr, ^gR Rt ffm-fRf 
R argrw R Rt ^ ^Rdi^ R Rf sr R wr vii R argrw fRRf RRttt 
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(9) ^ (8) TT TFcI Tff ft | 3TW f^f^srfftcl 31^ % TT 

TIETT f%TT f%Tr ft# |, ^Tlft # Tff f^H TTETT ^|l)J|| 3#: Sfft W STI^HI ^ 3TT%^T 

^nftT^nri 

(10) 5fft srm 17 % 3 i#ti- c^\U\{ h# te^t arf^fci (8) # 

H##I 3i^L|HH 3frT (9) # ^nft 3TT%?ft # 3TR?FITI ^TTT## Hffr 3#: :s^- 

(9) % 3i#ti-^ rrft 31##TT T#nT; 

(11) ^ 3rpT£rn:Ti, of# (4) % 3 t#ti- ^nft tttt tt 3rfTETT ti# # 

Rw Tf^ I, ^ Sf# H# TIW HIHtffa T#rf#ff # fW %% ff, - 

(# RR 44 7%^-RR44 (l)%3i#TT3rf^£rTTTi#^r?Ti3if^R ^pTH^^nr; 

(# HTTTT #r 3rf^srRTi ^RT 3Tflrf#ER' # srm 14 % (# % 3r#Ti- ^rrriR ^ 

3TfstfRid iiTT RETTi 3#: ^f# ^m ot-RR4h (6) % (ti) ^m mft 3 ## m 3rfTrmr 
Ti# # Rrertt % HR#! TT rN" f#f# % HT«r, ^m (# % 3r#Ti- % f^ir 3 #: srm 14 
% (^) % 3r#Tr -Hi+K ^m # ^ 'Titdit % 3 #?t mft mrRi 

(# ^#TR3Tf % % Rif, # Tnf % #cR, f%# Ti#k m ## 4 - tRri ^4 nk tr tt 3 #: R# 

4t f%# 3rRr cTft% # #TT #%ci m#, 3rf^srn:Ti m mR, ^ rtr, rret tt rtr rt 
WR WH, RrfR 3 #: ar^r RRI^r tttRTcI tRrti 

(R) R^fsTT Tiw 3 TRrf|cr TT#f#ff # 3 TfsiPid 4 # srm 27 % 3 r#Fr arf^siRTi 3 #: odHiO % 

311# 3Tfsrf##r mf^rt re# % Rif ^^nri 

12. Tf Rmn - RRmr 7 % 31## rmri 3TfTrR-#r Tf RR Rwi |, R# 3Tf^srrTRi- 

(Ri) RRrh 8 % 31##RRReR#R tsrr 3 # ?i# rtrtrtrR ff rrrt; 

(IR) RRrH 9 % 31## R#ffE 31## % ##T fETI RT #ldM Rff RRRT; 

(R) RPI 44 11 % 3r## ^rrft RR# rt 3rfTrRR Rff rrrti 

[RRrr (2)3%if] 

^#RRJ#?H#%RTRRRRr Rrt^ttt Rc|<u| 

(i.)^RTrR'4m 
(i) siRTfr: 
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(ii) tTT : 




(iii) 3r5if ^ t^r'^iRT: 

'f^TT 

^ (H)-239° (S):64% ^ l ^d^^ (B):59% 

4T(L) :28,5btilR.+ ^-a:24 b:54 
^ (R):54 ^(G):55 ^(B):151 

(C):97% ^r^ (M):95% ^ (Y):6% WMT(K):1% 
- #363797 




^ (H)- 150° (S): 10% 4l^d^^ (B): 67% 

4T (L): 61,5bli)R.'=b ^ -a: 53 b:32 

^ (R): 0 ^(G): 170 ^(B): 87 

(C): 81% (M): 10% ^ (Y): 90% 4^ (K): 1% 

- #00AA56; 

(iv) ^ ^ ^ ^nj#T - 
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(2) 

^ TT ftn, ^ ^ In % ^ TT m |, m ^ nrm ft hwi | 

afk % f%TT arpTin ftnr^ ntnn # f^wrt nt ^ ^ wi mr^i 

sRn I - (qi) 

[RRqq 6 (2) 

(wft % tn?: fi- TT f%qT mn f) 

aftrftf^) RR^rh, 20l7%3r^ 
^ ^ % q41+<'j| % 3n%^-qn 

(f%^ wnn, niTcr httir) ^«tt nn, %m wr, ^qnr - 1, 

3TR. %. ^ 

110066 

niRi 

1. # / ^_(^T% m qqf TT 'JR nTR)_^t Mt % 

aiRfr_(RWn TT 'JR WI) Rwn TR^ % f^rr nn ^?IRf R/% 

RPiqldi 3 t«tr RPiqtdi | / f nnt (nn r rtr sRf?Ri r 

f%RR afk ftf^) f%f^WT, 2017 TT ^IR RRR'!^ |, RR ^?in^ R SrWr / RIT^ ^t 
argnf^ 3 ti%ri rttt | / Rt |i 

2. RIRR, RPft, RRqt'JI ^SIT aftr ^WR ^ft f%RR Sf^tST 'n' # W |l Rf Rfkn 

3TW RPRSlf R (^ ^t IRRft % TT) RR Rft f^WT WIRR nW 3TR 

RR%^ ^t 'TidlqR nRT f ^ Rf R RR aftr RPlqtiJi l|R^ 0' nt ai^qqiRld R^ f, RRR 

(n) 3TI%RI/aifsr^ Rf%T : _(RR 3fR qRTTR) wft/Rf R 3TR 3Tf^Rf^ 

3Trf% ^t 3ltT ^ ^ RltR R^ % f%TT aif^^ I aftr R^ IR 3TI%RR % RR g|R Rff Rf ^:W ^t 

RftRTT T^ 3Ti%RRrf^rRTT % f%Tt RHRPft ftRI 

(n) R# Rf%T : _(RR aftr RRTTR) IR 3TI%RT sftT ^RT % RTRtR % ^ST # 

% RR RRRR R^ % f%TT 3Tf^^ R# Rf%T || 

(R) #/^ RTTtR (R) RRR (W) # R^RTf^T aif^^ # fMt rRr^R % Rt: TT Rt 

R^ R RRT ^ f/ t 


3. ^/ fRift RRRft aftr ai^RIR % R^RK, Tlf^R RTRRI % RRIRT afk RtRt aftr IRR ^ 

Rhi^RK I: 



RRTKR 


'dqR<'J| RTSlfllRdH <^<^<1 
^ (RRT) 

.^.RR 

aif^Rf 

.^.RR 

(3r5Rn) RT^R# 
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4. TTW W t. _WlfN". _/ ^-H'+dlM+ ?TTT wm WT Wf 

WT, #frr ^ 414^1 ft, ^ ^WR ^ f%4T W t ^TfTT 4^ % 

5. #/fR'5^^TTT Wr RPlRl^ <?l4Ri4 4^ 4?t |/|l 


5. #/fR'5^^TTT Wr RPlRl^ <?l4Ri4 4^ 4?t |/|l 

6. #/^ ^TTT RRR'!^ f^SR aftr ?TRf ^ TTR^T sftr ^RT ^ f%TT ^ 

# ^ STTR^-^R 'H^Ndl/'H^4lM ^ ^ R^^R |/|l 

7. #/^ ^ ^ RRFR % f%TT Tfijf ^ WT afk Rft^ ^ ^ % f%Tt STfsT^R 

|/^R^ f sftTW ^Sr # % f^^ff ^ TRR ^ 4?t R^TR |/f I 

8. #/^ RtRRT RRR |/ RR^ f f% W 3n%RR RR # ft R^ ^/^Rlft RRRRft % ar^RK Rft | affr 
Rff Rtf RRRT RR Rif Rift t; 3TT%RR-RR ft dcRH SRftRR f%RT RT RRRT tl 


l.fRftfsq^ 

wftRRRTR 


ffrftR 


rr r . 

%RRR . 


(RRRRRTR) 
RRf ft^ 


RRRSr R> 


(RRRI - (R) RR frr 2 ft) 


■ RR RRtR RRt f fftr RRTRR^ ^ / Rff 

tR R RRRTftR R^RR f RTR sftR Rt RR 


t^t RTRK f%?R RRFT RR 
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(^) ^ TT ftw fFR: ^WI) / gWR 


2. RRhT'ji hR^<.%(^ if%^31%^ RRrRi ^f%srn^f ^ 31 ^ '^rn^) 


-IjRyi +1 HR 


WI 


f^H 


<RH / ^ ?1 


M^'1 ^ . 


H . 






31R Rh'I'ji (hR ^) 



^TTTSR 

THT .... 


T^TTR. 

% f%TT afk 31k ^. 

(TI^'TTTrR') 

1 - (^) 

[RPl^^ 6 (3) ^] 

T?: ^ ^ f^WT 3ftT RR^IRH, 2017 % 31^ 

^ T?: f%w^ 31^ % f%TT 3n%^-w 

(f%^ WR^, wn HTTTT) ^«TT %n WT, - 1, 3TR. %. ^ 

110066 


1. t/fR’/^TTTTR'. (WW TT TTR) sfk ^ ^RT Rift RRTR: #^^1 ^ 

.% 3l«fki^RPl^ldl |/|l 

2. ^WRI TT ^ 3TIW . ^ TT RTR" (wft TT RTR) 

. ?RT W|3fk^ . (TTWr^ TT RTR 31k Wl) f%f^WT 

w|i 

^WRl % litsr TT ^M'+l'Cl % Tft^PT ^cTTTf, sfk ^WR % WFR 31^^^^ W TT RT | 

31k HWT 'Eldi + l'Tl 1TI% HT«I RRR tl 


3. 
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4. 4M+I' st^TT^ : t/fR"_^ ^ f f% ^ ttw) % f%TT_ (arfll-f^^HI ^ 

%^sr# arf^^iw# w: RPiRy ^KcTI^ ttr^/st^ (^tr^^h"tr afrr rir;)_% 

arjRT wr^ / 3TR ^M=bl' % ^sr # ^kJ 14 / 3TR atcTRRfN' RM+I' ^R" TT^R 4^ 

/ fR^, RR^ arpfr 3jiclR+ SR^r^TMT _ 3TSRT LiR^TTT y^lRd 

^rRi^irtt_(srRt^trtt r rr" afrr wr) # If r^«tt r: ^ I ^ T^fN" ’TftsTR' afrr 

si^TRR SrRt^TRTT STRFR ^ R ^ LI^R^^R ^sffRR^R R TtRrT QRlf^+ ^ LI^R^^R 

RTtstfR^^R R PI + mI RTT RIRdI RR t affT 4Rf PfdK ^fw R^fk RM+I' / RR^kRT 

If stRRT^k RTR / iRp^R^ lRR€t%kw 4^?R R^R % 3TfRT | #R f% Rf%f^ 3TT%?T. 

. . #kffR|l 

RfR^TRTT R s^ftrr : 

^) RRRT^ : 

W) RRRT RP«Tk : 

1. Rfk^TRTT % Prf : (ft / ^) 

2. T^RR" RR % Prf : (RR RRR RR R RR" / RiR 4^) 

R-) ^ R-RTT Sfft RR" aTfkRT : 

5. (4^) RR W t. _Rfk._/ ^-?l4dlP+ Rk" RTT ^ fRT Wf % 3n%RT #R- 

_RR fWR R?: pR W |l 

6. t/fR" Sfft RTT RTT PPP^ ^ Wf rP" ^RT % #?! RR fRTR Rp Pt ^TfRcT |/|l 

7. t/fR- 5fTt RTT fPPffff PtSR afP RR" RRT Rp afiT 5fTt RTT Ptf Pf ^ 

# T% aTR^-^R ^TfTRTT/^TfPk ^ Pt ^TfRT |/|l 

8. t/fR" TRf ^RTT 5fTt Pt RRR % pTf Rj^ ^ rr afk 'TftRR' Pt fPcft ^ % pTf Rp^ RRT 

|/RT7p I afk W ^£T P ^ RRT 4 tP Pt ^TfRT |/|l 

9. P/fR" ^ RRTPsT RRT |/ rP I P W sTtPrT W P P Rt fRTT Pft/fRTft RRTft P arfRT ^ | 
afk PP Rtf fRTT RR Rp Rpt |; aTTpRT-W P dcRH arPtfR fpR R ^TRR |l 

RfP. (Rp) .fpR. 


fTRSR. 

RR". 

RRTTR'. 

P Pttt afk RTpt PtT P 


(RpRTRR') 

RpPffT 


RTTRST W 

(RRTI - (W) RT PtT 3 Pt) 
ffR P®41P 

1. ^5RTR 'dRR<»J| P/®jflP 

1.1 RSTTTR (^pRfPP’JpRp) 

RpRafrrTRR 
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TT TTR afrr ^ 




(Ti) 3iidR+ irrt: 

(w) irrt: 

^ TT 5TWr TT fRET 

^ TT 'jof 5TWr WTH TT fRET 

TRw^^fRr^ 'H'Tl^d (^/Tff) 

WPT 'TPT (^ / ^) : 


I 


nm^M TiT^tr^tt (ti) : 

^ sirt WFEm" ^ ff) 

)3I^?|fll ( TRsHTFEm" / 

^f’JTWr WTPft'WFm S#G 

)3r5frf^( ^RsHTFn^ ^ / 

^TRTfk ^1 'h 41 ^ 3r5TRr (f%^ 


■^PJ^T/' 


I 

I 


1.2 d+'fl'Fl Rc|<u| 

(^) T^t^rn" RN! 

1. 'jof (^) TK tter fRrrr 

2. 'jof ^TWr (^) % TRH TT TIER 

3. ^ 5TWr % EER ^ReT TT WW 

(^TT) 

4. ^TWr % TRH TT EER TT 

WT^ (^ TT) 

5. ^ SEETT % EER fRlE ET ET^ (^ TT) 

6. 'jof EEET % EETE Ef^^Ef ET ERE fRlE ET 
ETtEERT (^TT) 

7. f^^EREETTTff^ e 1'H41 EEt^tHEE 

8. ER EET TT eRtE e1'H41 EE ^ 


^ ^TEET (ER) ET ERE 
'jof ^TEET (ETE) % EETE Ef^^ET ET ERE 

^Rte 

^ ^TEET % ERE fRlE ET REE 

(ETETT) 

^ ^TEET % EETE Ef^?R EE ERE fRlE EE 
f%EEfr REE (ETE #) 

'jof ^TEET % ERE EE ET^ (^ ET) 

^ ^TEET % ERIE Ef^?R EE ERE EE 
3TTff% (^ET) 

ETE ERT ET e 1'H41 EEt REE 
f%Rt ETE EiET ET Ef^ e1'H41 ER RIe 


I 

■ 

I 

I 

I 

■ 

I 


c5o^ I ^^TcTT 


3^ 
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ip\M ^1'h41 'MR / '^RiM ^1 -h41 =0 


^1'h41 ^K/ ^1'h41 'R 








(W) 3irff% ^ ^ ^) 



'jof '^Rid 

^ ^Twr (^) % wm" t?: 

■MNdi 'jRid 

311'jRi (^<i4 if) 




2. ^ snrt^^TMT % 




ycdMH f^Rl 

(1) SpfRr^TMT % f%TT 

(2) %f%TT 


(STc^TRRT SHTFT W ^^Ri ^( 

ycdMH '+T'Hc'4NH 


wr 


Rid dif^ 


<kd 


MtI'I R . 


^d-'H d . 


i^- 





3. 


yii^ ^"lif dlRl^d. 


% Rim, 'R1 -hmi 

^) ^ % Rtm - 

w) ^ ^ % Rtm - 

^) ^fRR: ^ % Rtm - 



^cdK 5b^ R. 


4. 


WdRdK (dR 

+1 m\h/hU^ dd< 
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TT RBiqct 3l*3,*ilRct ^ ^ ^1% ^PTT |^l 

(TH^ % iRcik % 31^ wn^ 

wrfhT. 


^TTTSR. 

TFT. 

T^FTR. 

% Rttt afk ^ ^ 


(TI^fTTFTR-) 


2 - (^) 

[RPl4^ 7 (1) ^] 

sftrftR') RR^RH, 2017%3r^ 

^ ^ ^ tRr€Nf^ % Rnr 3T^ 

Ff R'r^l, d. 


%nTr, 


1. ^ (^ w TT ^FTT sr?f?Rr TT f%^TW afR ftf^) f%f^WT, 2017 

% RR4^ 7 % ^Ftsff % ar^WT TT, l|,dd^KI aiFRTt W W % HTF 'H^H'T ^ TT ^tt 
ar^FRrf % % ar^HR ar^fiT SKR TFFT fl 

2. ^ ap^fiT RnRlf^d % aiR^ | — 

(^) ^ TRR FT ^?tRtT W RR RR arfsTR^F STRT 14 % IF^R (FI) % aT#F 

RF TRR ^?FR % Rttt arflll^Rld TRf IITT RRF?f afR ^R^fl^d RRffI' # Rtt ftt 

F ?Tcff ^ 'JTT FIRTT ft; 

(IF) RF TRR ^?ER % TH FRR FT ft f%FFFFT 4II<4I RrF% Rpr ap^fTT FFR ^t F^ f; 

(F) %FTr, ar^frrSTRFI ^t TTTFF ft afR RF TRR ^?TFT FT f%FFFFT FERTT; 

(F) arjfrrsTRFi f^ ^RRtf fRft f% rf trr ^?tft ft ffRtf rr rr fft t|ft; 

(F) arjfrrsTRFi frt fft RRRr ^fr #f ft ^fftf Fttrir; 

(F) arjfrrsTRFi ^ Rfrf ^5|ft fi^ Rtfft ^fr shtr fffrr % frttff afR RtTIf 

Fif ^t Fc^ RFifl % afF ^ aTF% FT^ % ^ftFT Fc^ RiFifl % Rpr ^fRtF #F FT 

RfTR ftFTI F^ RfTR ^ TFFFRtF FRlRlFt % FTSFF ^ ^ FFR ^ RTTTifti 

(^) arg^STRFI RF IRR R^^TFT % RFF TT aRF RfTR, RrF% RtR F^?tl FFTF ^t Ft f, 
afR fF ^ FRT FTFT RTFT f, FFR FitTHI 

3. arjfrrSTRFi, ar^Ff^ ^ tgRTT aTFfsr % ^TR, ^ ar^FtR % RfT RF trr ^?RT F?t FTFR ^ 

F^^TTTRHI 

4. TRf F5RT fRT F^fIRf ftRTR % ap^FR FR % Rtr ff Ff ft^tF %FR fRRT.f afR F^ 

%FR FT ^ FlffRI 

FlftR.FT^ 


5. 


F^ F?t ^RTIRfer, afR RdiRd 


















[WT III4] 
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'dH i«i€r ^ 

2 -(^) ^ ^ 1 %if] 

STJRY?^ % 


(^rf%^) 


1 . 


'fH'fl +1 nm 


wr 


f^H 


<i^'4 


%R %. 


%4'H H . 




^d'HKd 



2. <Plf^<J.d 

3. ^<a<di : 

4. 3P4f^wr(^^|t): 

wrfhi. : 


(^Tf%^) 


2-(W) 

7 (5) ^] 

^Tirf 2017% 

^ ,cll'0<3. 


%Tr%, 


1. ^ (^ T?: SRf^fcT ^ f%RT%Tt 3fR frf%) f%f^WT, 

2017 % 7 % ^wsff % 3r5WT % TTcrcr^TTT 3TrT%t w w % ^ ^ 

% sr^mr w[]^ %t ar^frr skr fi 
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2 . 

(Ti) iTzu: et thtit ttt srf^f^^riT ^ grm 14 % (ti) % 

% f%TT arfll^Rid ^ WT^ 414+1' afrr RPl44l' TT f^rr ett ^ 

'JTT+TcrT ft; 

(W) ^^TTft"f%W4T ^|II,4I f^ra% f%TT ap^fTTSKRf; 

C^") 3r5frrsrR+ ^thrtt afrr^ ttRr+mi ^ii)4I; 

(^) 3P5frrsrn:+ 4 ^ f% ^ ^?ett tt srWrt rr tr h^-rr rtt t|r; 

{^) aT^STTR ^ WT TT ^RR 

(R) ap^fTTSTTR ^ f%RR g|Rr +1^ f^RTT ^RT STTR RRRT % RTTRT affr f^tfk 

Tc^ f^Rft % 3R ^ 3R# f^Rft % f%TT +T SJftrr ftRI 

(^) wrf^^RRR"^ ^SRRf%4TRT^I 

(^) ap^fTTSTTR RR- % ^ST # 3TR f%RR, f^rfl% f%TT SRR t,t% afTr ^ 

^ RTT ERT RR f, SRR +^l 

3. 4^ ar^Tlf^.^.Rl f^fsRTR afk RRT h41+<'J| RRT 

R H+R |l ap^fTTgRR, ^ tsTR 3Rf^ % ^TR, ^ st^eTR % f%R, RR ^?TR 

Rt RRT ^ Tff ^dl 11,411 

4.RfN-.R^. 4?t ^TR^Tftr, afk RniRd 

^RfN" 


RTR^ ^ 

[SRR 2 (W) R ^ 1 ^] 

sr^EtRTRR^ 

1. 44+RI %R4<»J| 




(^) R^: 


(^sT) RRT % : 


41^^ / 41^^ 'R (4R 

^t) 

4R^ +rHI4 

RRT 4 <s4|| 

%Tr4R^ 










(JT) TTip: ^ril'^TR +T vi+K : 


(R d+'fl'O f%f^?T: 


+.H. 

r^rter 

5JR 


'jof RRT (^) R RRI 


'jof ^Twr (RZ) R R4R 



^ RRT (RS:) % WR R RRI 


'jof RTR (RS:) % WR R R4R 



'pf RRT % RRI R f^Rff RR 


^34 RTR % R4R R f^Rff RR 
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(^#) 


(^#) 



'jof ^Twr % wm" t?: 

T?: R^41 WT^ (^ #) 


'jof ^iTT^ % wm" srf^^Tcr T?: 

T?: R^41 WT^ (^ #) 

■ 


^ 5TWr % TTR^ T?: an^ (^ 

^) 


'jof ^iwr % TTR^ T?: 3 tt^ (^ #) 

■ 


'jof ^TWT % wm" T?: 

T?: an^ (^ #) 


'jof ^iwr % WR T?: 4TRR 

T?: 3tt^ (^ #) 

■ 


IIW 


^ RRT # ^1'H41 ^ 

IIW 

■ 


^ WT # ^1'h41 ^ 


^ RRT # TfrfTfft fR ^ 



^1'H41 ^ ar^TRI aisii^ 


RRfN" ^1'H41 ^ ^5RT ar^TR arsrf?! 

1 

'jRm ■hI'H+H '^tr / 'jRm -Hlti^l dovjil 

■HI'H-h) RR/'JMM -HItl-H 1 3RT ^ 

WT^ 


2 . 


-HiRI^ afk y+K 


RR^lIdl / ajMld+ /di^ +1 dm 


414f|< RP|4 iIu| +7^ 


fdK fd< 


■^Rd *i14Idl {HM yfcli^R) 


*i14Idl (LUm yfcl^R) 




4|Rd^d!^n^ dfci 'H'Tl^d (^/h{I) 


did 77" (^/ d^^) 


4d^ -R 3Rf^ 





3. % f%TT ^ an^, iTT ^Tt^HI, -HmiTl afrr 31 ^^-41 # f4ff^ ^ # 

_ rN rN_^ ^_TV_ rN_^ __:_~i__ rv_ 


BUI 


[■Kni 


^ ^TTT ^TRT^ 

3T^^T4I^#?rr^|)l 


ESBI 


^ ^rgrr, ^ w 
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W TT ft" ^ ^ TT ^ ^?ETT TT ^TTTTTT tttt ^TRIT |l 

WEfN". 

[RPi^h 7 (2) %ii] 


3i-i?iisiK+i’%<r5i^d< 



-H. afrr 



fdK -?l4c^ ^ 

E5TET TTT 


3idRl Pl-Hi)' 

=rl 

TT >1 iH sffr 


4il 

3l^?1l TEET 

Eft 

cl K P-a. 

®i| Kl ('Hh4> 
W, 

Eft 

^ftwr 

si^-hR hwt 

sfrrRRr^ 

'MS, 

TE^, 'Etr 
H., 

'nspcl tlKM 

1 

2 

3 

4 

5 

6 

7 









yRl^R) ^^1 'PI’TtRT 

ym 'ft Ef ^^1 <ifti 

(IldiRid Uh\^ ^IM-d (®41<I) / ^^Id-dlPlE 

(fwf%E Rnis siM-d (®41 tt)/ 

E°EE^TT (®4fTT) : dlft<3:) ^ ETE ET^EE 

E°EE^TT (®4fET): 

Erfhr:) 

ETE ^ TTTE E TEEEE 

8 

9 

10 


yc^E R-cTld =PJ ^ 3tE TT 
EETTT tttt %EEfr fE 

fE iftE 'ft ^dRd <iftr 

ym -Jidftid 'ftE -ft Tlfft 
% (ftElftlE ftw 

fTE? (^4lf) / ^-JlEdlPlE 

ft.LL|[iI|iji 
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-hR'^i 


^'oiici^K HU) : dlO^d:) 


11 

12 

13 

14 






4 

[RPl^^ 7 (7) ^] 

sr^fTTSTR^^RT wrt?: f%w^ar^fTT^Rrft rft^ fr ^^\wm 

Rrt tttw % f%TT, ar^tsr Rf|^ ^im.mi) 

(Pl^Rd Rwr/aT^fTTSTK^% ^Mfrit?:) 

cnfN" : 

%Tr#, 

(R^ WFPT, WTT 'H<+K) ^«TT WT, - 1, 3TR. %. ^ 

^R^ft- 110066 

WTT 

R^: ^ (^ ^ srRR ^ w\ Rwr sftr ftR) RRwr, 2017 % 

^siRit .%^Rgr#^^Rii+R ^3i^%RnT3n %^-w I 

1. t/fR" hR+ ^ rR ^ ^ RTfi] R Mt # [RtR ^ RTR", 'R R|cr] # ^^twr ^ 

^/% RRRRt / anTRT^ | / f afk M.dd^Ki ^ (^ t?: Rf 

RRr ^ ^ Rtrt 3fR RR) RRwt, 2017 # ^ttt w RRRs ^ t?: Rf 

RwR R sr^fTT % Rttt anR^- | / ^ f, RfR.R # RRstr" fRri 

2. ^R'D'+d ^R+iui [oR%t ^ rR ^ ^ FTfl] ^TTT RRRtT 3TW STPrrfR | aR Rk<^R ^ FTR" Rt 

w) # RRRk R^ w 13TW RMid+ ^ FTR" afk w) R anrrfR R^ w fi 

3. FtT ^ 2 T?: ^ ^ # / ^ ... RfTT ^ % Rttt ariRgw tm\ ^.arr. wrr. 

#RRR^fi ^RRt ^L|=b<ui %Rsr#%ar^R^R^ mi^R (RR^#ar^RR^R^ w«rr) 

4. ^ % Rsr # ^ (^2T?: fr tRRf % % ar^mr) R srR Rrf |i 

5. RR % tRsR % aT5^ ^M+iui/RR^ ^ sRtTI 




R4<'J| 

RRd TTR 

y\ m’ii ('=ii<i)’R:^M+ 

— 

^ ^Twr (Rs:) % wm" stR^rt rt rrt^ ffRi 

— 

R^tR (^^R/ R) 

— 

R-hR d^dl ai^Liid 

— 
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terRIRe 

^QdJJJ M ,L^ 1 V <^ld<v( ^ 


ar^ER) 

(^EftfRE RR ReE R ar^ER) 


6. t/fT, + l 3n%^ afrr TT T2T?: TTT ^ T2T?: TTT) ^ T2TT 

TTT) TT ^Rd^d % f%TT || 

7. ^^?ETT TTfer % Rttt 3T^ ^ Ri^l{l ^cdKH 3n^ affr <?idRid wr f^rr || 

8. t/fT, ^TTT RRRy afk TT TETT afTr ^ ^TTT ^ ^TEft f, ^ 

3TR?^ 'H^Ndl/ 'H^dtd ^ ^ H^TET |/|l 

9. ^Erf ^^ETT ^ EETPET TE^ sfR ^tN" ^ ^ % f%TT ^ % f%TT 

TE% f afrr w ^sr TT % f%m-f^?ff TT TEET TE^ ^ H^EcT |/|l 

10. t/fE E^ E^EEESr ^ ^ I f% IE 3n%EE - EE # EER Ef gW ^/^Elft EETEEft % E^EK Eft" 

I afk Ef% lEET Et ^ gEET EEE Epf EER |, ETReE ^ dc+H 3 TtR^ f%ET ET EEET fl 

dlR<d : 


f%E (eR). 

^EdTSR. 

EET. 

EEETE. 

% Ret afk EE^t 3?k R 


(EEf EEETE) 
EE? 


5 

[RRee 11 (3) ^] 

ET^ ETE / ETE ^ % Ret ap^ETSETE % Re^ gW 

%ET R, Ef ReRT, etRe. 


eeR eeet (^ ERt^EpR ET EEEE Ree eeRte eeR EE Reee eR RfR) RReeh, 2017 % 
srgEEE R RRee 7 % ieesR % e^wt R eeteR ieR fRfRRs fRRsTE eR ?Eff ee st^eete eeR ?tR et 

ESETT R EifN".R EEW.R ^tRtt ^ RRt^EK ET Ree IReeeR Rt st^eR" 

ReRRi 

2. R, EeR E5ETT TRR RRt^ETR ET IEEE Reet EEReT EeR EE fREEE RR frfR) fRfRWT, 

2017 R fRfREE 11 R 3 tRRt seeR arfR^ Rd<E/ -=^1^10/ ^|ett ^EErRt R.Rt RRet Rt 

eiRRe .Rt RRte^ Rw .R Rtff ter R Rer eett re RRt^ER 

rRRER, ERT EEftER fRfREE R fRfREE 3 R E^tE ReR, Rt if^Rf^R rRR ER RE RRt^ER ET 

SEER ^RT f%EEEET ERT EE, ET EETRe fREREf R EREER R fRrr . ^ 

ElftR.Rt RIjR R cRt ET ERETET EEI ReR.R RrRT E. ReR .EE fRfREE gfTEE 

EIJET, ReR . (RdTE, odl^l'Cl, ^fRE ^ETElft EE ETE) R, ERTTEE tt^ % PPRE ElfR^ EtRf^ R 

^TETSR Ef|E ETE fET EEI 
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3. ^ arf^r^^% ttts^^^ 2 # ^pjtt.m,hli41li^ src^nf^ 

wrrr^TMT ^ T^.#. ^fw.wifN". %^4, 53fk6#^^ ^ srf^ % ^n’-arr. 

^fw.wifN".% ar^tsr # ^ wr.% ar^mr ^ ^ % f^rr ^ ^ % f^ir 


4. ^cTK afrr arr^ft aik ^ Tft’JTTfff (^ ^ ft) % w W % ^4" f I ar^, ^ 

(^ ^ sr?f?r^ 4^ ^n" f%wr aftr ftf%') f^f^wr 2017, % Rrt44 11 % ^ 

f%f^WT (1) % ^wsff % ar5TR^ # ^TTT .(WlfN") ^ . (Spft^^TMT ^ TTR") # 

arr^ft ^ ^ TftSTW/aTT^ W | f%% TT^fN" Tft^ afr^ at^TT^ Spftrr^TMT SR4FR ^ ^TTT 

4k4dl ft^ tl 


5. (^ TTin: T?: sr?f?rcr 4^ ^ afir ftf%') f%f^wT 2017, % 

RPl44 11%^ Rrt44H (4) % ^wsff % ar^rr^ #, ^tTT tt^R^rT gw ft ^fTrrft :- 

(i) wifN" T?: arr^ Tft^ / ftfN- ft f fftr f nmi+n 

^rff^^rrflmT wffTif (ggr^#) nmiffd arflmft ^ w, t? afk ^rtt^ ft^r ^^rffit frft 
% arf^g^ ^wsrft ^RT ffitw ^rttsr afk ^ wf ^)i 


(ii) 5 f ^ifk, mR'I^h, Rft^ aftr srt arg^ ^^pff % srff WcT w w f ^nft 

ftf ft dld^ ^ 15 ffr f at^ W 4W (f W Rt # fr ^W sgft f W f WJW f 4T 

^ f fr w w ^TTT ar w fffsr ^ w ffg ^rff) i 


6. arPT ff ft ff aTTf^T 4T ftfk ^ sgft WW ^ ft ^flft 7#nT ^ WtW 
'aP^f^d w WT'R^ffTT^I^ Plffi^dig-HK arfli+iRfi' ^ nmi+H ^ff^ wrf aftr4g^ 
^w sgft (w fft^Hf R?: srffR 4Rf ^ ffwr aftr ftff) ffPwr 2017, f RRl44 11 

f ^ ffffwT (5) f f^f f wf T?: anf +R=iR ^Rrm 

7.wifN".. ^ft gRTTSfRcT, gg<4d aftr RdiPd 

)^Tf%W ( 


^^wsgft 


fw^: 

1 . WR / arrft fR f Tft^ tRrtr'^ n" sjftrr 

2. wtsr 5 (4^) 

3. wffffira'ftw 


'dHI«(fr 5 

(WT 5 ^ frr 5 ft) 

1. arTt^T tRsTR/ fffR rN" f Pttt RtT ^PTK 4T ^WRT f sfR 
W: 

ftPnR ftfRr fR: 

WR ^n" w / fRR wrr: 

W trr ^ : tt^ ^ RtRd 

HRd^H^ffr ^ : gt / Tff 

















22 


THE GAZETTE OE INDIA : EXTRAORDINARY 


[Part III—Sec. 4] 



WT TTTWI ar^TTcI: 




tmj / (wrfN' WT TT) 


2. TT ^rTT TiRT 

wfk^TFRI 
mR=i^h wfm 

3T^ 

sr^fHSIRTI ^RT^MdM 


3. spTTftsik^Tft'^^MR'Jim : 

Tftrnft ^kcTI^ 

Tftrnft 


TSR T2TT 

(Tft^ 




wifhr. 




6 

[RR^^ 11 (7) ^] 

ar^fHSriTTI ^ ^ Tft^ TT f%W TT 


%nTr, 


wifN". 


(^ TT ^^TTT SrRR TIT^ TT sfR RR-) RRwT, 2017 

% RfRrR- 7 % % ai^wi TT stetR RRRs Rtsrr sfR ?Rf ^ st^tett tiR R tt ^ 

^STcTT % WlfR".% wR.% ^ ^ ^?EHf TT Rll + R R apTfiT R ^ 
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2. ^ (^ T?: f%f%%Tt afrr frf^) f%f^WT, 

2017 % % srfh- 3TFr% arit^ Rdi^ ^ ^ ^prr ^ 

.WT #fT^ dlOy.^fw .% ^srftrT ^2T7 % 

WMT ^ wfkri ^ % W t. WlfN".^TTT 

wq" 5 # 3TFr% w ^ ^ % ^rjof wfk afrr Tft"^ % f%WT ^ ^ %i 3TFr% TT^fN" 3fk 

at^Ti^ Spft^^TMT yc^MH ^ .# % fMN" ^ 'Hc^lHH Tft"^ # 

wr ^ afrr ^ arjdsr ^ w «tti 

3. ffnft arf^^ arf^r^^ .% ^t^tt ^rffN" (f^ Im^l^) . 

^ -Hc^NH ’Tft^ % f%TT ^4|+< ^TTlft 3Tf^^ arf^T^^ .^TTT f%i%W ^ 

m,hm,41m,^ ^rwrf^ ^nfrrr^TRTT # ^ ^nr % afrr ^tc^tfr arf^r^^ % arflr^ 3 tf(% 

yf^PlfMf % ^^SRTtfh- . ^ STFcT T?: ^c#of 

^wr^iw 

4. ^ -Hc^NH Tft"^ % iRiJim I Pih'R lihm,41m.^ yc^iRd sR^^iw % arit^ +irff+ 

^ ^ ^ t afk Rr% ^sr # yfcl^fdlSR f%TT TITT || ^ TK ^ ^ tRsTT % ^5^ % #?: 'TT 

3TFr% ^MTSRWf ^RT ^ RRT^ ^RTTSR f%TT Tyrr || ^ Tftqwf ^ ^ ft# t f% % 4n'.3TT. t . 

wrfhi. #f%TT7TTTar^f^afrr afk arn^^ rtk# RRRTd R#fR 

■^jR^ldO' T?: ^ T?: f%TT tttt f%wr ^ arn^ fr ^ ar^Rf^ % f^sR afrr ?TRf ^ 'jr ^ 

4^1 

5. ^ (^ T?: sr?f?fcr ^ ^ afrr frf^) f%f^wT, 20l 7 % 

f%f^WT 11 % (4) % W^ (^) % ^wsff ^n" TRR aTFnrt PlHI^-HK ^ |, 

ar^rfci; :- 

(i) R#aR^Rf % R?: RR RR ^ Rff ^ arw rN" % ^TR Trt ^ afrr 

(ii) % f^^ff R TTRd-% f%TT ^TRR ^ RiiR RRR R #; afrr 

(iii) R?ihh ^t-Hmifl tdRd^H 4 R 1 

6. arn^ TTcR^TTT f^?T RRT | f% W W % Rfft f%TT ^ ^ ^ ^ RT^ % Rf^Rf%R 

gSTRTcRR^ +R 4 R 'jft 4 R afk ^ RT^ RRlf^ % RTR 10 % ^ffcR aTRiR. RR RRR VII # 

arjRRTR RrI^ ^I rR- RlfN" RR^ R?tt ar^RRTR R^ RTR Rff ftR, RSTRT (RR" 

^?TRT R7 RRRR RrR RrRtR RR^ RR f%RRR affr RRIrrh, 2017 % RRrR 11 % RR- RRrR (5) 

% ar^RR RRfRTt rRrTI 

7. R^ RRRT (R^ ^?TRR RR RrR RrWtR RR^ RR f%RRR affR frf^) RPIrrh, 2017 % RRrR 

11 % RR-RPIrr (4) (5) (6) affR (7) RTR^ t affR arFf rr^rtI Rf^l 

Rf%R, 

R^RSfRTS^ 

RRTRR : 

1. f%RRT RTRRT Rft^ Pr^ 


WR7 

Rf RRfRlf PrI^ 

[RPrr 11 (8) ^] 

(#RR % ?MrTRT RR RF^ f%RT RTTt) 


%RRRf, 
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WlfN". 

(f%^ Wr?PI, wn HTTTT) ^«TT 
WT, - 1, SIR. %. ^ 

110 066 

TT TT wft affr frf^) 2017 % RPl4^ 7 % 

^Etsff % ST^HR, ^ ^71^ . ^ ^?ER % RPl^Idl 

. ^ IIW EETTI % 31^^ W 71 % f%TT. ^nffH . ETW TTW 

.^RT 72T7 ^ ^?ER R7 TRIT^ ^ #1 

^STcTT % (^ ^?ER % %R7r R7 affr Eft%) 2017 % RR-M^ 11 

% ^-RR4^ (4) % ^Etsff % ai^TTR, ^ 3 TR-?iT^ g&jKk4+ +1^41^ TR^ % Rpr ffff 

. RT#fI. ^RT RrI WI f(ii ^JTJ Rift f%TT TiTT % STMtTI #, fR 171% ^K\ 

%tf%T TR^ f f% ^Rlft ^ % f%iR MRRfsrrf %t f%4T WI ti 



+ R4I^ +1 

41 R 4 R 

%tTt tR4I^ 

(i) 

% f%fR TT TRET TtR % TITT 
T 74 R tR^ER % 7T7 T7 TrReT 
TlflTSTTTTT: 

R/h^/^h;h^ 

TdK 747 (dl'O^^). % 7<iK 

.% 72T7.TT 

TTft f%TT TTT tl 

(ii) 

% f%fR TT TRET TtR % 7TT 
TTTR % ttR TSTT TITTT % %l 3%?: 

R/h^/^h;h{I 

4NK 7l TtR 7<ilT %I ^ R5R 

TT TTETT TtR % 7TT TTT7T % Rl41 

wti 

(iii) 

R?IIH 7114%! 47 44RRr®4l'/, 44<?ll 

R/h^/^h;h^ 



RTRRTI %(■ %tWI fTR afk R-^RITI % ai^TTR TTft |l 


^TTTSR 

RFI 

44HI4 

% Rtt afk RR%t Rt % 
%Eft/TR sttR TT RTR 
TR/%T%t'%t^ 
3TTR- ^R%, tt^ 7R%?ITI ^ ^STcTI 

[ R?INH III/4/3T7TT./177/17] 

^ RR 44 ,3i%f^ ^ %%t'?ER % %R7r et ^e% sr?R tt Rwi afrr f[f%) 

RR44H 2009 R wn % 7N44, WI III, 4 % 71. 2/11 (5)/03/%Rf-2, RlfN" 6 ^Rlf, 2009 
^RT wRri f%4T W afk R7I% RR 1% TTW 2/11 (5)/03/%Rf-2, RlfN" 5 ^ERft, 2010 R«TT 
2/11 (5)/03/%Rf-2, Rlftn. 8 Rt, 2013 ^RI Tj-^flfsTcI f%4T Wl 
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THE BUREAU OE ENERGY EEEICIENCY 
NOTIEICATION 

New Delhi, the 8th August, 2017 

No. BEE/S&L/AC/37/2017-18. —The following draft of certain regulations, which the Bureau of 
Energy Efficiency, with the previous approval of the Central Government, proposes to make in exercise of 
the powers conferred hy clause (d) of section 14 read with clause (i) of suh-section (2) of section 58 and 
clause (n) of suh-section (2) of section 13 of the Energy Conservation Act, 2001 (52 of 2001) and in 
supersession of the Bureau of Energy Efficiency (Particulars and Manner of their Display on Labels of Room 
Air Conditioners) Regulations, 2009, except as respects things done or omitted to he done before such 
supersession, is hereby published as required by sub-section (1) of section 58 of the said Act for the 
information of all persons likely to be affected thereby; and notice is hereby given that the said draft 
regulations shall be taken into consideration on or after the expiry of a period of forty-five days from the date 
on which the notifications containing the draft regulations as published in the Official Gazette are made 
available to the public; 

Objections or suggestions, if any, may be addressed to the Director-General of Bureau of Energy 
Efficiency, Ministry of Power, 4* Eloor, Sewa Bhavan, R.K.Puram, Sector-1, New Delhi-110 066. 

Any objection or suggestion which may be received from any person with respect to the said draft 
regulations before the expiry of the aforesaid period shall be taken into consideration by the Bureau. 

1. Short title and commencement.- These regulations may be called the Bureau of Energy Efficiency 
(Particulars and Manner of their Display on Labels of Room Air Conditioners) Regulations, 2017. 

2. Definitions. - (1) In these regulations, unless the context otherwise requires,— 

(a) “Act” means the Energy Conservation Act, 2001 (52 of 2001); 

(b) “Eorm” means a form appended to these regulations; 

(c) “label” means any written, printed, marked, stamped or graphic matter affixed to, or appearing 
upon, a room air conditioner; 

(d) “label period” means the validity period of the Indian seasonal energy efficiency ratio under the 
energy consumption standard specified by the Central Government under clause (a) of section 14 
of the Act and in case the end period of the indian seasonal energy efficiency ratio is not specified, 
it shall be deemed to be valid until a new energy efficiency ratio is specified by the Central 
Government; 

(e) “model or family of models” means the model or range of models of one particular brand, to 
which a single set of test report is applicable and where each of the models have the same physical 
characteristics, energy efficiency ratio, energy efficiency level and performance characteristics; 

(f) “permitee” means a person to whom permission has been granted under regulation 7 ; 

(g) “room air conditioner” means an appliance as specified in the notification under clause (b) of 
section 14 of the Act; 

(h) “star level or star rating” means the grade of energy efficiency displayed on the label of the room 
air conditioner based on the energy consumption standard notified under clause (a) of section 14 
to denote the energy efficiency of the air conditioner; and 

(i) “seller or trader” in relation to any labelled room air conditioner means, a person who sells or 
distributes any such room air conditioner and includes the manufacturer, trader, and permittee 
granted permission to affix label on such room air conditioner. 

(2) Words and expressions used herein and not defined, but defined in the Act, shall have meanings 
respectively assigned to them in the Act. 

3. Particulars to be displayed on the labels. - (1) On every room air conditioner, the following 
particulars shall be displayed on its label, namely:- 

(a) the logo of the Bureau of Energy Efficiency; 
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(b) the appliance or type of air conditioner; 

(c) the name of manufacturer or importer and brand; 

(d) the model and year of manufacturing or import; 

(e) cooling capacity (hundred per cent.) in Watts; 

(f) cooling capacity (fifty per cent.) in Watts; 

(g) electricity consumption in units per year; 

(h) variable speed compressor; 

(i) heat pump; 

(j) Indian seasonal energy efficiency ratio; 

(k) label period; 

(l) star level; and 

(m) unique series code. 

(2) The design, colour, size and content of label shall be as specified in the Schedule annexed to these 
regulations. 

4. Time limit for display of labels. - (1) A label containing particulars specified in regulation 3 shall be 
displayed on every room air conditioner within a period of six months from the date of coming into force of 
these regulations. 

(2) On and from the commencement of provisions of Table 3.1(e) and Table 3.2(e) notified by the Central 
Government under clause (a) of section 14 of the Act, every permittee or trader or seller shall ensure that- 

(a) the room air conditioner put on sale shall display revised star level and revised label period 
synchronizing with the revised energy consumption standards and the manufacturing year of 
the room air conditioner shall be in synchronization with such revised energy consumption 
standards; 

(b) all preparatory steps including awareness of the dealers, retailers, requisite publicity for their 
education as well as for the education of the consumers shall be well planned and taken six 
months in advance of the date of such commencement, under these regulations. 

5. Manner of display of label. —(1) Every manufacturer or seller shall display on every room air 
conditioner a label at the time of sale and the label shall be either adhere to, or be attached as a swing tag, on 
it. 


(2) For units not on display, the label may be attached to the exterior of the casing of the air- 
conditioner and the label may be attached to the unit when the unit is removed from its packaging or the label 
may be included as a part of the documentation given to the customer or user. 

6. Permission for display of label.—(1) No label shall be affixed on a room air conditioner without the 
permission of the Bureau. 

(2) Company registration.- For the purposes of obtaining permission of the Bureau, every brand shall 
be registered separately as specified in Form I - (A), accompanied by a label security fee of one lakh rupees, 
payable by demand draft drawn in favour of the Bureau of Energy Efficiency, New Delhi or by any other 
acceptable electronic mode of payment: 

Provided that in case of small scale industry, the label security fee shall be twenty five thousand 
rupees only. 

(3) Model registration.- Every application of the permittee under sub-regulation (2) shall be 
accompanied by— 

(a) an application fee of two thousand rupees per model, payable by demand draft drawn in favour 
of the Bureau of Energy Efficiency, New Delhi or by any other acceptable electronic mode of 
payment; and 
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(b) documents specified in Form I - (B). 

7. Grant of permission. - (1) On receipt of an application under regulation 6 and after being satisfied 
that all requirements therein are complied with, the Bureau may, within a period as specified in its manual on 
standards and labelling, subject to such terms and conditions as are specified in regulation 8, - 

(a) register the brand in Form II-(A) or in electronic form; and 

(b) grant permission for affixing label on room air conditioner in Form II-(B) or in electronic form. 

(2) The Bureau shall maintain a register in Form III and enter the name of permittee therein. 

(3) The permission granted under sub-regulation (1) shall be valid for the duration for which the star 
level specified by the energy consumption standard as notified by the Central Government under 
clause (a) of section 14 is in force. 

(4) An application for renewal of permission may be made by the permittee six months before its 

expiry and shall be accompanied by a fee of rupees one thousand payable in the form of demand 
draft or electronic mode in favour of the Bureau of Energy Efficiency, New Delhi: 

Provided, that no application for renewal shall be allowed if it is made one month before its 
expiry. 

(5) On receipt of application for renewal under sub-regulation (4) and after being satisfied that all 
requirements are complied with, the Bureau may, within a period of one month from the date of 
such receipt, renew permission in Eorm II - (B). 

(6) No application shall be renewed after expiry of validity period, in which case the permittee may 
make a fresh application. 

(7) The permittee who seeks permission for continuance to affix label on the existing model of the 

room air conditioner from the date from which the revised star level comes into force shall submit 
a declaration according to Eorm IV. 

(8) The permittee shall seek permission to affix a label afresh, if a new model of the room air 
conditioner is to be launched synchronizing with the revised star level, and application for such 
permission shall be made six months in advance of coming into force of the revised star level. 

8. Terms and conditions for display of particulars on label. -Every permittee, trader or seller shall 
comply with the following terms and conditions in displaying the particulars on label, namely:— 

(a) the star level displayed on the label of the room air conditioner shall conform to energy 
consumption standards for room air conditioner notified under clause (a) section 14 of the Act; 

(b) the label shall be affixed only on such model of room air conditioner for which permission has 
been granted; 

(c) the label shall be printed and affixed on the room air conditioner at the cost of the permittee; 

(d) the permittee, trader or seller shall ensure that the star level displayed on the label of room air 

conditioner shall be maintained at all time; 

(e) the permittee shall pay the label fee as specified in regulation; 

(f) the permittee shall furnish to the Bureau a statement containing details of production of labelled 

equipment and the accrued labelling fee due for each quarter within the following month of the 
close of each quarter of the financial year; 

(g) the permittee shall furnish to the Bureau an updated list of authorised distributors, dealers, 
retailers and sellers appointed to sell their labelled products by 30* day of April of each year; 

(h) the permittee, trader or seller shall comply with such other terms and conditions which the 
Bureau may specify including those contained in Manual of the Bureau on Standard and 
Labelling. 

9. Label Fee. —(1) Every permittee shall pay to the Bureau a label fee of rupees thirty on each label 
affixed on the room air conditioner. 

(2) The label fee specified under sub-regulation (1) shall be paid annually within one month from the 
date of closure of each financial year: 
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Provided that on failure to pay the label fee within the period so specified, the Bureau may recover 
the amount due with interest thereon at ten per cent, per annum from the label security deposit made under 
clause (b) of sub-regulation (3) of regulation 6 and if the total amount of labeling fee is not recovered within 
one year of the last date of submission, the Bureau may cancel all labels granted to the permittee and publish 
the name of the permittee in the newspapers as a defaulter. 

10. Refund of Label Security Fee. —Subject to the proviso to sub-regulation (2) of regulation 9, a 
permittee shall be entitled to a refund of the label security fee on ceasing to manufacture room air 
conditioner. 

11. Verification by the Bureau. —(1) The Bureau may, either suo motu, or on a complaint received by it, 
carry out verification to ensure that the room air conditioner conforms to the star level and other particulars 
displayed on its label and that it complies with the other terms and conditions of permission. 

(2) For the purpose of verification, samples shall be picked up at random by the Bureau or its designated 
agency from the manufacturing facility, warehouse or the retail outlet as it deems fit. 

(3) Where, upon a complaint received under sub-regulation (1), the Bureau is required to carry out 
verification by challenge testing the room air conditioner in an independent laboratory duly accredited by the 
National Accreditation Board for Testing and Calibration Laboratories, 

(a) a notice shall be issued to the permittee in Form V for carrying out such testing and the complainant shall 
be called upon to deposit, such expenses relating to sample cost, testing, transportation; 

(b) other incidental expenses with the Bureau, within such time, as may be determined by Bureau; 

(c) if the sample drawn under challenge testing fails, all expenses as specified shall be reimbursed by the 
permittee to the Bureau and the Bureau shall refund the aforesaid expenses to the complainant; and where the 
equipment passes the challenge test, then the expenses deposited by the complainant shall be forfeited. 

(4) Where a sample of room air conditioner used for testing fails the test during suo motu testing or challenge 
testing, the Bureau shall afford the permittee another opportunity and conduct a second test with twice the 
quantity of room air conditioner used in the first test, in an independent test laboratory which is different 
from the lab where the first check testing was conducted and shall be duly accredited by the National 
Accreditation Board for Testing and Calibration Laboratories at the cost of the permittee. 

(5) The Bureau shall intimate the permittee in Form V to witness the challenge testing referred to in sub¬ 
regulation (2) or the second test referred to in sub-regulation (3) and the expenses to be made towards the 
procurement and testing of sample. 

(6) Where, the permittee fails to make such expenses, the Bureau shall - 

(a) continue the verification by challenge testing referred to in sub-regulation (2) or the second test 
referred to in sub-regulation (3); 

(b) stop processing further application received under regulation 6; 

(c) cancel all the labels granted to the permittee under regulation 7, after six months from the date of 
issuance of Form V. 

(7) Where the second test fails, the Bureau shall - 

(a) direct the permittee in Form VI, under intimation to all the State designated agencies, that the permittee 
within a period of two months shall,- 

(i) correct the star level displayed on the label of the room air conditioner or remove the defects and 
deficiencies found during testing; 

(ii) withdraw all the stocks from the market to comply with the directions of the Bureau; 

(iii) change the particulars displayed on advertising material. 

(b) publish for the benefit of the consumers, the name of any permittee, brand name, model name or model 
number, logo and other specification in any national or regional daily newspaper and in any electronic or 
in any other manner as it deems fit within two months; 
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(c) intimate to the concerned State designated agency to initiate adjudication proceedings against the 
permittee and the trader under section 27 of the Act. 

(8) The permittee shall, within ten days of the conclusion of the period of two months referred to in suh- 
regulation (4) send the compliance report in Form VII to the Bureau with respect to action taken in 
compliance with the direction. 

(9) If the compliance report referred to in suh-regulation (8) is not received or received without complying to 
any of the direction within the specified period, it shall he deemed to have been not complied with the 
direction issued and the Bureau shall order to that effect. 

(10) The Bureau shall send the compliance report referred to in suh-regulation (8) and orders passed in suh- 
regulation (9) to all the State designated agencies for the purpose of taking action under section 17 and 
enforcement of order passed under the suh-regulation (9). 

(11) Where the permittee fails to comply with the directions issued hy the Bureau under suh-regulation 
(4), the Bureau under intimation to all State designated agencies shall,- 

(a) withdraw the permission granted to the permittee under suh-regulation (1) of regulation 7; 

(h) send a report to the Central Government accompanied hy the test report in support of the failure 
hy the permittee to conform to the energy consumption standard notified hy the Central Government under 
clause (a) of section 14, the orders issued hy the Bureau under clause (a) for consideration and the action 
taken hy the Central Government under clause (c) of section 14; 

(c) publish for the benefit of the consumers, the name of any permittee, brand name, model name or 
model number, logo and other specification in any national or regional daily newspaper and in any electronic 
or in any other manner as it deems fit within two months; 

(d) intimate to the concerned State designated agencies to initiate further adjudication proceedings 
against the permittee and the trader under section 27 of the Act. 

12. Cancellation of Permission. - The Bureau may cancel the permission granted under regulation 7 if the 
permittee - 

(a) fails to comply with any of the terms and conditions specified under regulation 8; 

(b) fails to pay label fee within the period specified under regulation 9; 

(c) does not comply with the direction issued under regulation 11. 

Schedule 

[See regulation 3 (2)] 

Particulars to be displayed on labels of room air conditioner. 

(1.) Label design 
(i) Dimension: 
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(ii) Colour scheme: 



(iii) Colour scheme of Bureau of Energy Efficiency logo: 

Blue - 

Hue(H)-239° Saturation(S):64% Brightness(B):59% 

Luminance or lightness(L) :28, chromatic components -a:24 b:54 

Red(R):54 Green(G):55 Blue(B):151 

Cyan(C):97% Magenta(M):95% Yellow(Y):6% Black(K):l% 

Web colour code - #363797 
Green - 

Hue(H)-150° Saturation(S):10% Brightness(B):67% 

Luminance or lightness(L) :6L chromatic components -a:-53 b:32 
Red(R):0 Green(G):170 Blue(B):87 

Cyan(C):81% Magenta(M):10% Yellow(Y):90% Black(K):l% 

Web colour code - #00AA56; 

(iv) The complete specimen of a printed label for room air conditioner: 















































[•gpr III4] 


’WT JTsm : 


31 


(3) Label material 

The label shall be of durable cardboard, if it is to be attached as a swing tag, or be self-adhesive and shall be 
cut to one of the outlines shown in dimension design scheme for the label. 

FORM I - (A) 

[See regulation 6 (2)] 

(To be printed in Company letter head) 

Application for registration of brand of room air conditioners under the Bureau of Energy Efficiency 
(Particulars and Manner of their Display on Label of Room Air Conditioners) Regulations, 2017 

The Director General 

Bureau of Energy Efficiency, 

(Ministry of Power, Government of India) 

4* Eloor, Sewa Bhawan, 

Sector-I, R.K. Puram, 

New Delhi - 110066 

India. 

1. I/We am/are the manufacturer/manufacturers of room air conditioner carrying out business at 

. (full business address) under the style of 

. (full name of individual or firm) hereby apply for permission to affix 

label on room air conditioners as specified by the Bureau in the Bureau of Energy Efficiency (Particulars 
and Manner of their Display of the Label on Room Air Conditioner) Regulations, 2017. 

2. The details of the information in respect of the equipment, company, manufacturing facility and payment 
is given in Annexure A. A photocopy of the certificate of incorporation issued by the Registrar of Eirms 
or Societies or Director of Industries (in case of Small Scale Units) or similar other documents 
authenticating the name of the firm and its manufacturing premises is enclosed. 

(a) Applicant/Authorised person: . (Name and Designation) is 

authorised to make this application on behalf of the company/firm or other authorities, and will be 
responsible for accuracy of the information supplied with this application. 

(b) Contact person: . (Name and designation) is authorised to be the 

contact person for coordination with the Bureau in respect of this application and use of the label. 

(c) EWe undertake to intimate to the Bureau of any change in the authorized persons defined in (a) or (b) 
above 


3. Production and sale figures of the said equipment and the value thereof to the best of my/our knowledge 
and estimates are as follows: 


Year 

Production 

Sales 

Maximum retail price of 
the equipment (Rs.) 

Last year from. 





to. 





Current year from. 

to. 

.(estimate) 





(4) A label security fee of one lakh rupees or twenty-five thousand rupees as the case may 

be.has been paid by Demand Draft No.dated./electronic mode (To be filled 

only at the time of submission of label security fee). 
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(5) I/We agree to pay the labelling fee as specified by the Bureau. 

(6) I/We agree to abide by all the terms and conditions specified by the Bureau and extend necessary 
assistance/co-operation to the Bureau in case of any enquiry to be made by it. 

(7) I/We authorise the Bureau of Energy Efficiency for selection of sample for verification and 
challenge testing and agree to abide by the directions of the Bureau in this regard. 

(8) EWe undertake that the information supplied in this application is accurate to the best of my 
knowledge, and if any of the information supplied is found to be incorrect; the application may be 
rejected forthwith. 

Dated this.Day of. (Year) 


Signature. 

Name. 

Designation. 

Eor and on behalf of. 


(Name of the firm) 
SEAL OE EIRM 


Annexure A 

[See para 2 of Eorm I - (A)] 


1. Details of the Company 


Name of the company 


Address 


Pin code 


State 


Phone number 


Pax number 


E-mail 


Website 


Enclosures to support registration: 

(a) Document authenticating the name and address 
of the manufacturing or business premises 

(b) Trade mark certificate 

(c) Small scale industries Certificate, if applicable 

(d) Quality Management System Certificate 

(e) Authorised signatory letter 

(f) Bureau of Indian standards license, if applicable 

(g) Demand Draft (security deposit)/ payment 
receipt in case payment is made online 

Yes/No 
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2. Details of the manufacturing premise (a separate table may be provided in case of more than one 
manufacturing facility) 


Name of the manufacturing facility 


Address 


Pin code 


State / Country 


Phone number 


Pax number 


E-mail 


Website 


Any other details (if any) 



Signature. 

Name. 

Designation. 

For and on behalf of.. 

(Name of the firm) 
Seal of the Firm 


FORM I - (B) 

[See regulation 6 (3)] 

Application for permission to affix label on room air conditioners under the Bureau of Energy 
Efficiency (Particulars and Manner of their Display on Label of Room Air Conditioners) Regulations, 
2017 

The Director General 
Bureau of Energy Efficiency, 

(Ministry of Power, Government of India) 

4* Eloor, Sewa Bhawan, 

Sector-I, R.K. Puram, 

New Delhi - 110066 
India. 

1. FWe am/are the registered manufacturer/manufacturers of room air conditioners under the brand name 

.(Name of the brand) and the unique label series code issued by Bureau of Energy Efficiency 

is. 

2. The above equipment is manufactured or imported by. (Name of the company) in the 

brand name of.and is manufactured at. (Name and address of the factory). 

3. The details of the information in respect of the equipment, certification of test products, labels and 
payment is given in Annexure B and relevant photocopies are enclosed herewith. 

4. Conformance to standards : FWe conform to the Bureau of Indian Standard/other International 
Standards in respect of quality system/ other standards in accordance with Indian standards/others (name 

and number of the standard) . as specified in the notification on 

.(title of the notification) for the. (name of the equipment). 
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I/We have made arrangements for testing at our in-house laboratory _ or at 

independent laboratory_(Name and address of the laboratory) which is accredited by National 

Accreditation Board for Testing and Calibration Laboratories or International Laboratory Accreditation 
Cooperation or Asia Pacific Laboratory Accreditation Cooperation or equivalent bodies for ensuring 
consistency in quality of the equipment as well as the scope of the relevant Indian standards/international 
organisation for standardization/international electrotechnical commission standards as specified in 
Statutory order. 

Laboratory details: 

(a) Accreditation Board: 

(b) Accreditation status: 

(i) For laboratory: (yes/no) 

(ii) For Test Standards: (Specify relevant product standard name/number) 

(c) Bureau of Energy Efficiency approval: 

5. (a) An application fee of two thousand rupees . has been paid by Demand Draft. No. 

.dated./electronic mode. 

6. FWe agree to pay the labelling fee of thirty rupees per label as specified by the Bureau. 

7. FWe agree to abide by all the terms and conditions specified by the Bureau and extend necessary 

assistance/co-operation to the Bureau in case of any enquiry to be made by it. 

8. I/We authorise the Bureau for selection of sample for verification and challenge testing and agree to abide 

by the directions of the Bureau in this regard. 

9. FWe undertake that the information supplied in this application is accurate to the best of my knowledge, 

and if any of the information supplied is found to be incorrect; the application may be rejected forthwith. 

Dated this.Day of.. (Year) 

Signature. 

Name. 

Designation. 

For and on behalf of. 

(Name of the firm) 
Seal of the Firm 


Annexure B 

[See para 3 of Form I - (B)] 
Details of Information 


1. Product/Equipment Detail 

1.1 General (Complete the details as applicable) 

Appliance and type 
Brand name 

Model name and number 

Serial number 

(a) Indoor unit: 

(b) Outdoor unit: 

Standard Cooling at full capacity (hundred percent) in Watts 
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Standard Cooling at fifty percent of full capacity in Watts 
Variable Speed Compressor (yes/no) 

Heat Pump (yes/no): 

Voltage Range (V): 

Nominal current at rated conditions (A): 

BIS certificate details (if any) 

(Attach copy of the license / certificate) 

Quality system certificate details 
(Attach copy of the license / certificate) 

Indian seasonal energy efficiency ratio (kWh/kWh): 

Star rating 


1.2 Technical details (Complete the details as applicable) 
(a) Tested values: 


S.No 

Measured values 

Rated values 

1. 

Standard cooling at full capacity (W) 


Standard cooling at full capacity (W) 


2. 

Standard cooling at fifty per cent of full 
capacity (W) 


Standard cooling at fifty per cent of 
full capacity (W) 


3. 

Power consumption (in W) at standard 
cooling at full capacity 


Power consumption (in W) at standard 
cooling at full capacity 


4. 

Power consumption (in W) at standard 
cooling at fifty per cent of full capacity 


Power consumption (in W) at standard 
cooling at fifty per cent of full capacity 


5. 

Frequency (in Hz) at standard cooling at full 
capacity 


Frequency (in Hz) at standard cooling 
at full capacity 


6. 

Frequency setting (in Hz) at standard 
cooling at fifty per cent of full capacity 


Frequency setting (in Hz) at standard 
cooling at fifty per cent of full capacity 


7. 

Cooling seasonal energy consumption in 
kWh 


Cooling seasonal energy consumption 
in kWh 


8. 

Cooling seasonal total load in kWh 


Cooling seasonal total load in kWh 


9. 

Indian seasonal energy efficiency ratio, that 
is. Cooling seasonal total load / Cooling 
seasonal energy consumption 


Indian seasonal energy efficiency ratio 
that is. Cooling seasonal total load / 
Cooling seasonal energy consumption 



(b) Frequency settings: (Complete the details as applicable) 



Standard cooling at full capacity 
(Rated) 

Standard cooling at fifty per cent, 
of full capacity (Rated) 

Frequency setting (in Hz) 




2. Details of test laboratory 


Name of the test laboratory 


Accreditation status 

(i) For laboratory 

Yes/No 
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(ii) For relevant standards 

(Attach copy of the accreditation certificate) 


Validity of the accreditation 

(Attach supporting document) 


Address 


Pin code 


State 


Phone number 


Fax number 


E-mail 


Website 



3. Labelling information 


Date of commencement 


Number of labels applied for Bureau of energy 
efficiency 

a) for the first year - 

b) for the second year - 

c) for the third year - 


Product serial No. 

From To 


4. Model Details: 


Model/family of models (if applicable) 

Model name/model number 

Base model 


Child models 





5. Specimen of the label to be affixed on the room air conditioner is shown below: 
(Annex separate specimen for family of models (if applicable)) 
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Date Signature. 

Name. 

Designation. 

For and on behalf of. 

(Name of the firm) 
Seal of the Firm 


FORM II - (A) 

[See regulation 7 (1)] 

Permission for registration of brand of room air conditioners under the Bureau of Energy Efficiency 
(Particulars and Manner of their Display on Label of Room Air Conditioner) Regulations, 2017 

New Delhi, dated. 


To 


1. Pursuant to the provisions of regulation 7 of the Bureau of Energy Efficiency (Particulars and 

Manner of their Display on Labels of Room Air Conditioners) Regulations, 2017, the Bureau hereby 

permits you to register your brand as per details of approvals set out in Annexure C to this letter. 

2. This permission is subject to— 

(a) the star level displayed on the label of the room air conditioner shall conform to energy 
consumption standards for room air conditioner notified under clause (a) of section 14 of the 
Act and terms and conditions provided in the aforesaid regulations; 

(b) the stamping of the label only on such model of room air conditioners for which permission 
has been granted; 

(c) the printing and affixture of the label on the room air conditioners at the cost of the permittee; 

(d) the permittee ensuring that the star level displayed on the room air conditioners shall be 
maintained at all time; 

(e) the permittee paying the label fee as specified by the Bureau; 

(f) the permittee furnishing to the Bureau a statement containing details of the production of the 
labelled equipment and the accrued labelling fee due for each quarter within the following 
month of the close of each quarter of the financial year. The same details shall be furnished 
to the Bureau also through an automated system; 

(g) the permittee making available such other details of room air conditioner as and when sought 
by the Bureau of which the permission has been granted. 

3. The permittee shall not withdraw the registered brand and the room air conditioner from the market 
during the validity period except with the prior approval of the Bureau. 

4. The unique label series code assigned by the Bureau of Energy Efficiency for the brand is. and 

should appear on the label as per the approved design. 

5. Signed, sealed and dated this.day of.month. year. 

Yours faithfully 
(Secretary) 
Bureau of Energy Efficiency 
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Annexure C 

[See para 1 of Form II-(A)] 

Details of Approvals 


1. Details of the company 


Name of the company 


Address 


Pin code 


State 


Phone number 


Pax number 


E-mail 


Website 



2. Name of the brand registered: 

3. Unique series code: 

4. Other Details (if applicable): 

Date. 


FORM II - (B) 

[See regulation 7 (5)] 


Yours faithfully 

(Secretary) 
Bureau of Energy Efficiency 


Permission/renewal of permission to affix label on room air conditioners under the Bureau of 
Energy Efficiency (Particulars and Manner of their Display on Label of Room Air Conditioner) 
Regulations, 2017 

New Delhi, dated. 


To 


1. Pursuant to the provisions of regulation 7 of the Bureau of Energy Efficiency (Particulars and 
Manner of their Display on Labels of Room air conditioners) Regulations, 2017, the Bureau hereby 
permits you to affix label as per details of approvals set out in the Annexure D to this letter. 

2. This permission is subject to the condition that — 

(a) the star level displayed on the label of the room air conditioner shall conform to energy 
consumption standard for room air conditioner notified under clause (a) of section 14 of the Act 
and terms and conditions provided in the aforesaid regulations; 




















[•gpr III4] 




39 


(b) the label shall be stamped only on such model of room air conditioner for which permission has 
been granted; 

(c) the label shall be printed or affixed on the room air conditioner at the cost of the permittee; 

(d) the permittee shall ensure that the star level displayed on the room air conditioner shall be 
maintained at all times; 

(e) the permittee shall pay the label fee of thirty rupees per label; 

(f) the permittee shall furnish to the Bureau, a statement containing details of production of labelled 
equipment and the accrued labelling fee due for each quarter within the following month of the 
close of each quarter of the financial year; 

(g) the same details shall be furnished to the Bureau through automated system; 

(h) the permittee shall make available such other details of room air conditioner as and when sought 
by the Bureau of which the permission has been granted. 

3. This permission shall be valid with effect from .to. and may be renewed. The 

permittee shall not withdraw the room air conditioner from the market during the validity period except 
with the prior approval of the Bureau. 

4. Signed, sealed and dated this.day of.month. year. 

Yours faithfully 


(Secretary) 
Bureau of Energy Efficiency 

Annexure D 

[See para 1 of Form II-(B)] 

Details of Approval 


1. Details of the equipment 

(a) Brand: 

(b) Model details: 


Model/family of models (if 
applicable) 

Model name 

Model number 

Base model 



Child model 







(c) Type of room air conditioner: 


(d) Technical specification: 


Sl.N 

o 

Measured values 

Rated values 


Standard cooling at full capacity (W) 


Standard Cooling at full capacity (W) 



Standard cooling at fifty per cent, of 
full capacity (W) 


Standard cooling at fifty per cent, of 
full capacity (W) 



Power consumption (in W) at 
Standard cooling at full capacity 


Power consumption (in W) at standard 
cooling at full capacity 



Power consumption (in W) at 
standard cooling at fifty per cent, of 


Power consumption (in W) at standard 
cooling at fifty per cent, of full capacity 
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full capacity 





Frequency (in Hz) at standard cooling 
at full capacity 


Frequency (in Hz) at standard cooling 
at full capacity 



Frequency setting (in Hz) at standard 
cooling at fifty per cent, of full 
capacity 


Frequency setting (in Hz) at standard 
cooling at fifty per cent, of full capacity 



Cooling seasonal energy consumption 
in kWh 


Cooling seasonal energy consumption 
in kWh 



Cooling seasonal total load in kWh 


Cooling seasonal total load in kWh 



Indian seasonal energy efficiency 
ratio that is. Cooling seasonal total 
load / Cooling seasonal energy 
consumption 


Indian seasonal energy efficiency ratio 
that is. Cooling seasonal total load / 
Cooling seasonal energy consumption 



2. Details of label:- 


Appliance and type 


Name of the manufacturer/importer/brand 


Model and year of manufacturing 


Star level 


Cooling capacity (hundred per cent.) 


Cooling capacity (fifty per cent.) 


Electricity consumption in units per year 


Variable speed compressor (yes/no) 


Heat pump (yes/no) 


Label period 


Unique series code 



3. The label design, size, colour scheme, material to be used for the label and the content of the label and 
colour scheme of the Bureau's logo shall be as specified in the Schedule to these regulations. 


4. Specimen of the label duly approved by the Bureau to be affixed on the room air conditioner is shown 
below (Separate specimens for family of models is annexed) 
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The unique label series code provided in the letter has to be mentioned in the label affixed on the room 
air conditioner. 

Date. 

Yours faithfully 


(Secretary) 
Bureau of Energy Efficiency 


FORM III 

[See regulation 7(2)] 
Register of Permittees 


SI. 

No. 

Application 
number and 
Date of 
permission 

Name and 
details of the 
permittee 
(Contact 
person, 
address, Pin 
code. State, 
Phone 

number. Pax 
number, E- 
mail. 
Website) 

Details of 
equipment for 
which the 
permission has 
been granted 

Star level or 
efficiency 
level declared 

Bureau of 
Energy 
Efficiency 
permission 
number and 
unique label 
series 

Period for 
which the 
permission has 
been granted 

1 

2 

3 

4 

5 

6 

7 









Amount of label security 
fee 

Label security fee received by 
(Crossed Demand Draft 
(Details)/electronic transaction 
(Details): Date:) 

Application fees details of amount 
received (Crossed Demand Draft 
(Details)/Electronic transaction (Details) 

: Date : ) 

8 

9 

10 


Number of labels affixed 
at the end of each 
financial year 

Amount of labeling fee 
due 

Labelling fee details of 
amount received 
(Crossed Demand Draft 
(Details)/ Electronic 
transaction (Details): 
Date:) 

Remarks 

11 

12 

13 

14 
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Form IV 

[See regulation 7 (7)] 

Declaration by permittee seeking continuation of the permission to affix label on the existing model 
(For each different model, a separate letter shall be submitted along with the respective Annexure) 

(On the letter head of corporate body / permittee) 

Date: 


To 

The Director General 

Bureau of Energy Efficiency 

(Ministry of Power, Government of India) 

4* Eloor, Sewa Bhawan, 

Sector 1, R.K.Puram, 

New Delhi-110 066 
India. 

Subject : Application for permission to affix label vide Bureau of Energy Efficiency (Particulars and 
Manner of their Display on Label of Room Air Conditioners) Regulations, 2017 on revision 
of star level effective from. 

1. F We are the manufacturers / importers of room air conditioner carrying on business at [COMPANY 

NAME WITH EULL ADDRESS] under the style of [EULL NAME OE INDIVIDUAL OR EIRM] hereby 
apply for permission to affix label on room air conditioner as specified by the Bureau in the Bureau of Energy 
Efficiency (Particulars and Manner of their Display on Label of Room Air Conditioner) Regulations, 2017 
which would go for revision of star level with effect from. 

2. The above equipment is manufactured or imported by [EULL NAME OE INDIVIDUAL OR EIRM] and is 
manufactured at (NAME AND ADDRESS OE EACTORY) or imported from (NAME AND ADDRESS OE 
IMPORTER) ; 

3. Conformance to new star level: FWe conform to the notification S.O. number.dated.for room air 

conditioner. A copy of the approval in respect of the above equipment (which was earlier approved) is 
enclosed. 

4. A copy of the Bureau of Energy Efficiency label (as per revision of star level change) in respect of the 
room air conditioner is enclosed. 

5. Details of the equipment / model as per revision of star level 


Model Name - 


Particulars 

Declared values 

Standard cooling at full capacity 
(Watts) 

- 

Standard cooling at fifty per cent, of 
full capacity (Watts) 

- 

Electricity consumption (units/year) 

- 

Indian seasonal energy efficiency 
ratio 

- 

Star rating 

(As per existing star level) 

(As per the revised star level) 
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6. I/We agree to change the star level from [EXISTING STAR LABEL LEVEL] to [REVISED STAR 
LABEL LEVEL] in manual application and in the online weh portal. 

7. I have submitted my quarterly production data and labelling fee till date for the said room air conditioner 
model. 

8. EWe agree to abide by all the terms and conditions specified by the Bureau and extend necessary 
assistance/cooperation to the Bureau in case of any enquiry to be made by it. 

9. EWe authorise the Bureau of Energy Efficiency for selection of sample for verification and challenge 
testing and agree to abide by the directions of the Bureau in this regard. 

10. EWe undertake that the information supplied in this application is accurate to the best of my/our 
knowledge, and should any of the information supplied is found to be incorrect, the application may be 
rejected forthwith. 

Date: 


Day of.(Year) 

Signature. 

Name. 

Designation. 

Eor and on behalf of. 


(Name of the firm) 
Seal of the Eirm 


FORM V 

[See regulation 11 (3)] 

Intimation to permittee to witness Challenge test/Second test 
To New Delhi, dated the 


Pursuant to the provisions of regulation 7 of the Bureau of Energy Efficiency (Particulars and Manner of 
their Display on Label of Room Air Conditioners) Regulations, 2017 you were permitted to affix label on the 

room air conditioner vide Bureau of Energy Efficiency letter No.dated. subject to the 

compliance of the terms and conditions specified therein. 

2. The Bureau, under regulation 11 of the Bureau of Energy Efficiency (Particulars and Manner of their 
Display on Label of Room Air Conditioners) Regulations 2017, had purchased a Bureau of Energy 
Efficiency star labelled room air conditioner from your authorized distributor/dealer/retailer vide Invoice 

number .dated.for a price of Rs.and lifted as a sample dated.by for the purpose of 

suo motu testing or challenge testing. The samples were purchased by M/s., an agency 

appointed by the Bureau for verification of the particulars displayed on the label under regulation 3 of the 
aforesaid regulations, affixed by you on the aforesaid purchased room air conditioner. The sample duly 

sealed by M/s.bearing serial number-was obtained from M/s.(Name of the Distributor, 

dealer, retailer) under signatures of the duly authorized representative of the verification agency. 

3. The Bureau through its aforesaid verification agency had transported the sample referred to in para 2 to 

M/s., a National Accreditation Board for Testing and Calibration Laboratories accredited 

laboratory for conducting tests in accordance with the test procedure indicated in paragraphs 4, 5 and 6 of the 
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notification number S.O.dated.for giving test report in accordance with the Form.given in 

Annexure to the notification number S.O. 

4. The details of the product and the suo motu test results (if applicable) is enclosed with this letter. Now, 
therefore in pursuance of the provisions of sub-regulation (1) of regulation 11 of the Bureau of Energy 
Efficiency (Particulars and Manner of their Display on Label of Room Air Conditioners) Regulations 2017, 

the Bureau is conducting suo motu test/challenge test (as applicable) on .(date) at .(Name of 

laboratory), accredited by National Accreditation Board for Testing and Calibration Laboratories. 

5. Pursuant to the provisions of sub-regulation (4) of regulation 11 of the Bureau of Energy Efficiency 
(Particulars and Manner of their Display on Label of Room Air Conditioners) Regulations 2017, the Bureau 
hereby intimates to - 

(i) nominate an official to witness challenge test/second test on the above date specified along with 
an authorization letter indicating (in original) the name, designation and signature of the 
nominated official (the letter shall be duly signed and stamped by authorized signatory of the 
company). 

(ii) deposit such cost towards procurement, transportation, testing and other incidental expenses as 
mentioned in Annexure V, within fifteen days from the date of issuance of this letter (the 
expenses shall be deposited through an account payee Demand Draft or at par cheque in favour 
of Bureau of Energy Efficiency payable to New Delhi or in electronic mode). 

6. You may note that the Bureau shall continue the verification by challenge test or second test, even if the 
aforementioned expenses are not made in time or the officials are not nominated as specified and shall take 
further follow up action in the matter in terms of sub-regulation (5) of regulation 11 of the Bureau of Energy 
Efficiency (Particulars and Manner of their Display on Label of Room Air Conditioners) Regulations 2017. 

7. Signed, sealed and dated this.day of.month. year. 

(Secretary) 
Bureau of Energy Efficiency 

Enclosures: 

1. Details of product/ suo motu test results 

2. Annexure V(a) 

3. Invoice related to the expenses 


Annexure V 

[See para 5 of Eorm V] 

Details of Information 

1. Product or equipment details picked up for challenge test/second test 
Brand name: 

Unique label series code: 

Model name/Model number: 

Type of room air conditioner: Unitary or split 
Variable speed compressor: Yes/no 
Year of manufacturing: 

Rated cooling seasonal energy consumption in kWh : 

Rated Indian seasonal energy efficiency ratio in kWh/kWh : 

Star rating or star level: 
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2. Amount to be deposited to the Bureau: 


Details 

Numbers/ expenses (in Indian Rupee) 

Number of samples 


Cost per sample 


Total purchasing cost 


Total testing charges 


Transportation charges (if applicable) 


Others (if applicable) 


Total amount to be paid by the permittee 



3. Results of suo moto test (if applicable): 


Brand 

Model 

Rated 

cooling 

seasonal 

energy 

consumption 

Rated 

Cooling 

seasonal 

total 

load 

Rated 

Indian 

seasonal 

energy 

efficiency 

ratio 

Star 

rating 

(Declared) 

Star 

rating 

(Check 

tested) 

Remarks 










Date 


(Secretary) 
Bureau of Energy Efficiency 


FORM VI 

[See regulation 11 (7)] 

Direction to permittee on failure of second check testing 
To New Delhi, dated the 


Pursuant to the provisions of regulation 7 of the Bureau of Energy Efficiency (Particulars and Manner of 
their Display on Label of Room Air Conditioners) Regulations, 2017 you were permitted to affix label on 

the room air conditioners vide Bureau of Energy Efficiency letter No.dated. subject to the 

compliance of the terms and conditions specified therein. 

2. The Bureau, under regulation ... of the Bureau of Energy Efficiency (Particulars and Manner of their 
Display on Label of Room Air Conditioners) Regulations 2017, had purchased a Bureau of Energy 
Efficiency star labelled room air conditioners from your authorised distributor or dealer or retailer vide 

invoice number .dated.The complete procurement and test details of the samples picked were sent to 

you in Eorm V vide Bureau of Energy Efficiency letter no.dated.... You were also requested to attend and 

witness the second check verification test of the samples at the National Accreditation Board for Testing and 
Calibration Laboratories Accredited Laboratory M/s. 
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3. The sample for second check verification test were picked up on. 

dated (DD/MM/YYYY) the. through our authorised Agency M/s. 

.and transported to the National Accreditation Board for Testing and Calibration Laboratories 


accredited Laboratory transported by our authorised Agency, duly sealed by 
M/s.and was given Unique Identification serial number 


embossed on the said sample obtained from .under signatures of the duly authorised 

representative of the verification Agency as well as your representatives. 

4. The result of the test of second check testing are enclosed which are duly checked and counter signed by 
the competent authorised personnel of the National Accreditation Board for Testing and Calibration 
Laboratories Accredited Laboratory. The test reports are also duly signed by your authorised signatory as 
witness of check testing. The result of the test confirm that they failed to meet the requisite parameters 

and standards given in number S.O.dated....and the terms and conditions of the permission given to 

you for display of particulars on label affixed to the room air conditioner manufactured and sold in the 
market. 

5. Pursuant to the provisions of clause (a) of sub-regulation (4) of regulation 11 of the Bureau of Energy 
Efficiency (Particulars and Manner of their Display on Label of room air conditioner) Regulations, 2017, you 
are hereby directed to comply with the following, namely:- 

(i) correct the star level displayed on the label of the room air conditioner or remove the defects and 
deficiencies found during testing; 

(ii) withdraw all the stocks from the market to comply with the directions of the Bureau; and 

(iii) change the particulars displayed on advertising material. 

6. You are hereby directed to complete the aforesaid corrective action within two months from the date of 
issue of this letter and send the compliance report in Eorm VII within ten days after the expiry of two months 

that is, by.In case no compliance report is received by the said date the Bureau shall proceed to take 

action in terms of sub-regulation (5) of regulation 11 of the Bureau of Energy Efficiency (Particulars and 
Manner of their Display on Label of room air conditioner) Regulations, 2017. 

7. The Bureau shall take further follow up action in the matter in terms of sub-regulations (4), (5), (6) and 
(7) of regulation 11 of the Bureau of Energy Efficiency (Particulars and Manner of their Display on Label of 
room air conditioner) Regulations, 2017. 

Secretary, 
Bureau of Energy Efficiency 

Enclosures: 

1. Test reports of the failed model 

Form VII 

Action Taken Report 
[See regulation 11 (8)] 

(To be furnished on letter head of the organisation) 

To Dated. 

The Secretary, 

Bureau of Energy Efficiency 
(Ministry of Power, Government of India) 

4* Eloor, Sewa Bhawan, 

Sector I, R.K.Puram, 

New Delhi-110 066 
India. 
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Pursuant to the provisions of regulation 7 of the Bureau of Energy Efficiency (Particulars and Manner of 
their Display on Label of Room Air Conditioners) Regulations, 2017, we 

M/s.the manufacturer of room air conditioners were 


permitted to affix label on the room air conditioner conforming to the energy consumption standard of 

.star level vide Bureau of Energy Efficiency letter No.dated.for the model 

number. 

Pursuant to the provisions of sub-regulation (4) of regulation 11 of the Bureau of Energy Efficiency 
(Particulars and Manner of their Display on Label of Room Air Conditioners) Regulations, 2017, we were 

given directions vide Bureau of Energy Efficiency letter number.dated.to take necessary 

corrective action. In the light of directive issued by the Bureau , we hereby declare that the following actions 
have been taken at our end. 



Action directed 

Status 

Action taken 

(i) 

Correct the star level displayed 
on the label of the room air 
conditioner to comply with the 
directions of the Bureau 

Yes/No/NA 

The star level has been corrected 

from.star to.star 

with effect from (Date) 

(ii) 

Withdraw all the stocks from the 
market to comply with the 
directions of the Bureau, and 

Yes/No/NA 

All the stocks from the market have 
been withdrawn to comply with the 
directions of the Bureau. 

(hi) 

Change the particulars displayed 
on advertising material. 

Yes/No/NA 

Yes/No/NA 


The above declaration is true to the best of our knowledge and belief. 

Signature 

Name 

Designation 

Eor and on behalf of. 

Name of the Company/Eirm etc 
Seal of the Eirm/Company. 


ABHAY B AKRE, Director General Bureau of Energy Efficiency 

[ ADVT. -IIE4/Exty./177/17] 

Note : The principal regulations, namely, the Bureau of Energy Efficiency (Particulars and Manner of their 
Display on Labels of Room Air Conditioners) Regulations, 2009 were published in the Gazette of 
India, Part III, Section 4 vide number 2/1 l(5)/03/BEE-2 dated the 6* July, 2009 and subsequently 
amended vide number 2/11(5)/03/BEE-2 dated the 5* January, 2010 and number 2/1 l(5)/03/BEE-2 
dated the 8* May, 2013. 


RAKESHSUKUL 
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